THIS U.S. FOOD & DRUG ADMINISTRATION'S (FDA) FULL DESIGNATION 





IS RARELY SEEN OR SAID BY ANYONE, ANYWHERE OR AT ANYTIME! 


THE FACT$ & TRUTH ARE CONVOLUTED BY THE POLITIC$, FEAR, PROPAGANDA, COERCION, 
LIES OF OMISSION & FULL CENSORSHIP - ALL INTENTIONAL, AND THEREFORE CRIMINAL! 


FACT CHECKED: 
LL JG 








FOR FU LL SAFETY & EFFICACY! 





IF THE GATEKEEPER(S), WHO REGULATE & APPROVE ALL OF THE DRUGS, IS CORRUPT 
WITH OTHERS & NO ONE HA$ ANY LIABILITY, THEN IS IT EVEN POSSIBLE FOR YOU OR 
OUR CHILDREN TO REALLY KNOW OR HAVE FULL VOLUNTARY & INFORMED CONSENT? 


WOULD YOU STILL ‘APPROVE’, 


TRUST OR COMPLY WITH THE FDA, CDC, WHO, MSM, $M 


OR GOVERNMENT IF THERE IS PLENTY OF EVIDENCE OF LIE$, FRAUD & COLLUSION? 


i B 
mi hk 
War is Peace. 

Freedom is Slavery. 

Ignorance is Strength. 

A “deadly virus” was isolated. 

Pcr tests are accurate and useful. 

Face masks help protect you and others 
“v@ccine’/ gene therapy is safe for human use 
All ;}@bbines are fully approved for safety & efficacy 








WE ARE TRULY LIVING IN A BIZZARE WORLD OF 
OPPOSITES where many people can't even convince 
some of their own family members & friends, even 
when presented with overwhelming evidence, or 
simply to “follow the money’, to believe that the FDA, 
CORPORATE GOVERNMENT, MEDICAL 
ESTABLISHMENT, AND GLOBALISTS are all 
CORRUPT TO THE CORE! 


BUT, AS WE ALL FOUND OUT, YOU CAN LEAD A 
HORSE TO WATER, BUT YOU CAN'T MAKE THEM 
DRINK IT! Whether it's through indoctrination, willful 
ignorance, or blind faith, it all leads to quiet obedience — 
and the false belief that the Food and Drug 
Administration (FDA), who is the central regulatory 
“health” agency responsible for authorizing the 
“emergency use’ of any drug on the market, is well- 
connected, corporate-owned medical establishment, 
including the CDC, WHO, Gates, Fauci, Rockefellers, 
WEF, UN, big pharma, and our own governments. 








A Say 


MANY PEOPLE ALSO DON'T REALIZE THAT THESE 
ENTITIES IN THE POSITION OF POWER AND 
AUTHORITY, also own, manipulate, and control the 
entire narrative, using the mainstream news 
media,social media platforms, other institutions, to take 
advantage of us with fear, confusion, ignorance, and 
cognitive dissonance to comply to them. We've already 
witnessed the same propaganda and_ censorship 
machine being used - by them putting things out of 
context - with the proven-to-be-useless PCR TESTS, 
to drive up the fear and hysteria, and it continues with 
the J@BBINES, the non-existent VARIANTS, and 
beyond, for even more of a power grab towards their 
agenda for full world domination. 


WHAT KIND OF FUTURE WILL OUR CHILDREN 
HAVE if we all were allow this medical tyranny to 
continue? All of us need to read beyond the headlines; 
to dig deeper; to plant and spread the seeds; to hope 
some of it takes root; to continue to challenge & 
pushback (cease and desist) against these tyrannical 
forces; to hope for the best, and to prepare for whatever 
is coming. The solutions are within ourselves, through 
MASS CIVIL NON-COMPLIANCE against their broken 
system, to establish our own sovergn system, and 
contiinue to challenge, expose, and hold all those 
responsible to account for their actions of CRIMES 
AGAINST HUMANITY. There is still much to hope for. 


FDA: NOT APPROVED — EMERGENCY USE AUTHORIZATION OF AN EXPERIMENTAL DRUG 10F 24 





TABLE OF CONTENTS NC] at: 


1 EMERGENCY USE AUTHORIZED IS AUTOMATICALLY “EXPERIMENTAL” 2 
2 PROBLEMATIC CLINICAL TRIALS 3) 
3. FULL VOLUNTARY INFORMED CONSENT -) 
4 PROVEN-TO-BE-USELESS PCR TEST 6 
5 FOLLOW THE DRUG MONEY 6 
5.1 DR. FAUCI 8 
9.2 BILL GATES 8 
6 THE CORPORRATE GOVERNMENT & MEDICAL ESTABLISHMENT 9 
7 FEAR & PROPAGANDA 11 
8 SUPPRESSION & CENSORSHIP 12 
9 MORE CONFLICTS OF INTEREST 13 
10 CORRUPTION IN FUNDING, RESEARCH & POLICIES 16 
11 BRIBERY 17 
12 WHISTLEBLOWERS 18 
13 LAWSUITS 19 
14 RECALLS 20 
15 ALONG HISTORY OF MANY OTHER SCANDALS 21 
16 NO LIABILITY: GETTING AWAY WITH MURDER 23 
17 ALTERNATIVE HEALTH RESOURCES 23 
16 ALTERNATIVE MEDIAAND HEALTH RESOURCES 14 





1. EMERGENCY USE AUTHORIZED IS AUTOMATICALLY “EXPERIMENTAL” 





EMERGENCY AUTHORIZED VS AUTHORIZED (VAERS -— Vaccine Adverse Effects Reporting System) 
> https://archive.org/download/emergency-authorized-jabs-vs-fully-authorized-jabs 20210408 


THE FDA DIDN’T ‘APPROVE’ PFIZER’S COVID-19 VACCINE. HERE’S WHY, Associated Press 
httos://www.latimes.com/science/story/2020-12-12/why-fda-didnt-approve-pfizer-covid-19-vaccine-eua 





APPROVAL VERSUS AUTHORIZATION: ALL THREE VACCINES STILL BEING EVALUATED BY FDA, Denver7 — 
The Denver Channel , Apr 13, 2021 https:/(www.youtube.com/watch?v=2S81DUjY8y8 


FDA ADMITS YOUR RIGHT TO REFUSE COVID EUA VAX, Dec 18, 2020, Ralph Fucetola 23, FDA: You have “the 
option to accept or reject the vaccine...” http:/Awww.opensourcetruth.com/fda-admits-your-right-to-refuse-covid-eua-vax/ 


FDA: IS THE EMERGENCY USE AUTHORIZATION WORTH IT? (EVA), May 11, 2021 
https://www.youtube.com/watch?v=8VrtwglOVu4https://www.lewrockwell.com/2007/05/bill-sardi/the-fda-has-blood-on-its-hands/ 


FDA EMERGENCY USE AUTHORIZATION, www.fda.gov 


httos://www.fda.gov/emergency-preparedness-and-response/mcm-legal-requlatory-and-policy-framework/emergency-use-authorization 





WHAT'S THE DIFFERENCE BETWEEN EMERGENCY USE AUTHORIZATION, FDA APPROVAL? | VERIFY, Mar 30, 
2021 (Note: Please read the videos Comments section, then see the related article on Dr. Arnold Motto) 
https://www. youtube.com/watch?v=rBO2VEFL84al 


HEARING WITHOUT LISTENING, childrenshealthdefense.ca, December 18, 2020 
At FDA hearing on coronavirus vaccine, the chair cut off questions and limited debate. (NOTE: See related video link above, regarding 


Dr.Arnold Motto) https://childrenshealthdefense.org/defender/how-fda-approved-pfizer-covid-vaccine-warp-speed/ 
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MISPLACED TRUST: WHY FDA APPROVAL DOESN'T GUARANTEE DRUG SAFETY, May 16, 2017 
https://www.drugwatch.com/featured/misplaced-trust-fda-approval-concerns/ 


FDA NEEDS TO REPEAL EMERGENCY AUTHORIZATION OF COVID VACCINES, Dr. Mark Sircus, April 11, 2021 
https://truthcomestolight.com/fda-needs-to-repeal-emergency-authorization-of-covid-vaccines/ 


‘CORRUPTION’ IS SPELLED ‘FDA-CDC-NIAID-NIH-WHO-FBI-CIA-ETC...’ , Barry Ferguson, 11/13/20 
https://omfinvest.blogspot.com/2020/11/corruption-is-spelled-fda-cdc-niaid-nih.html 

FDA EXPOSED — WHEN SCIENCE IS CONTROLLED BY THE PHARMACEUTICAL INDUSTRIAL COMPLEX, 
Sternn19/May, 2021 
httos://accordingtosternn.wordpress.com/2021/05/19/fda-exposed-when-science-is-controlled-by-the-pharmaceutical-industrial-complex/ 





PFIZER FAILS TO CONVINCE FDA ON IMMEDIATE NEED FOR COVID BOOSTER SHOTS, Meagan Redshaw, 
childrenshealthdefense, July 13, 2021 Pfizer met with U.S. regulators Monday evening to press its case for quick 
authorization of COVID booster vaccines but health officials, wno remained unconvinced, called for more data. 
https://childrenshealthdefense.org/defender/pfizer-fails-fda-immediate-authorization-covid-booster-shots/? 
utm_source=salsa&e lype=EmailBlastContent&eld=11 3b000e-c /56-45d5-ab55-5be4 /0226f/e 


FORMER-PFIZER-VP-YEADON-EXPOSES-HOW-COVID-VACCINES-WERE-FRAUDULENTLY-APPROV. 
> httos://rumble.com/viaz45-former-pfizer-vo-yeadon-exposes-how-covid-vaccines-were-fraudulently-approv.html 


> https://rumble.com/embed/vfosyv/? pub=1rjaj 





CREATOR OF MRNA VACCINE TECHNOLOGY TELLS TUCKER CARLSON: ‘GOVERNMENT NOT BEING 
TRANSPARENT’ ABOUT VACCINE RISKS, CHILDRENSHEALTHDEFENSE.ORG, 06/24/21 

DR. Robert Malone told Tucker Carlson we know the vaccines pose risks, but it’s hard to assess them because the government isn’t 
capturing the data “rigorously enough,” so we don't have the information we need to make a reasonable decision. 


https://childrenshealthdefense.org/defender/dr-robert-malone-tucker-carlson-mrna-vaccine-technology-risks/ 


SARS-COV-2 AN INCONVENIENT TRUTH (DR. ANDREW KAUFMAN, DR. SAEED QURESHI, ROSEMARY FREI), 
DrSadafGilani, June 29th, 2021. 
https://www. bitchute.com/video/L9OERNYp91ZGf/?fbclid=IwAROxofy2MAP6D6b6ZQBW3E0V-cwF SuSdPSFSIZWZI-SfDhHM8GxOm/7-NbBadl 


THE ILLUSION OF SAFETY TRIALS, COVID ISOLATION & THE DANGEROUS OBFUSCATION OF VACCINE 
SIDE-EFFECTS, The Last American Vagabond, January Sth, 2021 https://www.bitchute.com/video/Qsdpsz8D6c8Z/ 


CITIZEN PETITION FILED ON BEHALF OF CHILDREN’S HEALTH DEFENSE, Meryl Nass, M.D., Scientific Advisory 
Board member, and Robert F. Kennedy, Jr., Board Chair and Chief Litigation Counsel,requesting that the FDA revoke 
Emergency Use Authorizations for existing COVID vaccines and refrain from approving and licensing. 
https://www.regulations.gov/document/FDA-2021-P-0460-0001 


VAERS DATA SHOWS DOZENS OF MISCARRIAGES, STILLBIRTHS AFTER COVID-19 VACCINATION, LINK 
UNCONFIRMED, Steven Li, MD, March 8, 2021 
https://www.visiontimes.com/2021/03/08/covid-19-vaccine-miscarriage-stillbirth-concerns-for-mothers.html 


PHARMA COMPANIES LIED ABOUT VACCINE EFFECTIVENES & RISKS - VACCINES ARE CAUSING MORE 
DEATHS NOW! THE HIGHWIRE, Dr. Jim Meehan, MD, Lighthouse, July 5th, 2021. 


https://www. bitchute.com/video/GKSOh8pgEcqm/ 


NIAID, MODERNA HAD COVID VACCINE CANDIDATE IN DECEMBER 2019, Dr. Joseph Mercola, July 09, 2021 


https://articles.mercola.com/sites/articles/archive/2021/07/09/niaid-moderna-covid-vaccine-candidate.aspx? 
ui=cOb4cdb627e837cd6b0a3e674f736ad8c01d08583596e7626e789ba78ef2aat2&sd=20210212&cid source=dnl&cid medium=email&cid content=art1HL& 
cid=20210709&mid=DM93131 7&rid=1204248086 


"COLOSSALLY STUPID", Jen Christensen, CNN, Tue September 1, 2020 https://www.cnn.com/2020/09/01/health/eua- 
coronavirus-vaccine-history/index.html 


IT'S NOT A VACCINE, Claus Wandschneider , Jan 5, 2021 = https://www.youtube.com/watch?v=J4RUVEjt-Oc 
Cut from the the Focus on Fauci Webinar https://www.youtube.com/watch?utm_sou... 


THE COVID-19 SPIKE PROTEIN AND THE STILL UNCERTAIN SIDE EFFECTS OF THE MRNA VACCINES, PCEN, 
June 28, 2021 
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The U.S. Centers for Disease Control and Prevention (CDC) states that the COVID-19 mRNA vaccines are safe and effective 
and developed “under the most intense safety monitoring in United States history”. It recommends that all adults receive the vaccine 
as soon as possible, and there is a discussion that children be vaccinated, even though they have a very low risk for a serious 
COVID infection. 

The U.S. lacks an effective active surveillance program to detect vaccine injuries and deaths. Instead, the CDC and the Food 
& Drug Administration (FDA) are relying on an antiquated 32-year-old passive data system to determine if the experimental 
mRNA vaccines are causing serious harm. 
https://drstevenhattill.com/the-covid-19-spike-protein-and-the-still-uncertain-side-effects-of-the-mrna-vaccines/ 





PAST VACCINE DISASTERS SHOW WHY RUSHING A CORONAVIRUS VACCINE NOW WOULD BE A(NTHONY) 
F(AUCI) LIES ABOUT FDA APPROVAL, THE EUA, THE SAFETY, THE EFFICACY OF THE 

ALMOST HALF OF THE EMPLOYEES UNDER FAUCI AND UNDER THE FDA HAVE NOT GOTTEN THE COVID 
VAX!!, Fearless Nation, May 17th, 2021  https://www.bitchute.com/video/04ZSyu4qyzs2/ 


THEY KNEW ABOUT DEADLY VAX SIDE EFFECTS, tapnewswire.com, June 2021 
https://taonewswire.com/2021/06/fda-cover-up-they-knew-about-deadly-vax-side-effects/?fbclid=IwAR2RaZaNPvhwS/- 





elm4NOCTt7FBAFV0A4 /Q5pfcah6tkK911Vfio /HaaoUik 


COVID-19 VACCINE TRIALS CANNOT TELL US IF THEY WILL SAVE LIVES 

None of the current trials are designed to detect a reduction in any serious outcome such as hospitalisations, intensive 
care use, or deaths. Vaccines are being hailed as the solution to the covid-19 pandemic, but the vaccine trials currently 
underway are not designed to tell us if they will save lives, reports Peter Doshi, Associate Editor at The BMJ today 
https://www.bmj.com/company/newsroom/covid-19-vaccine-trials-cannot-tell-us-if-they-will-save-lives/ 





APPENDIX 9: BETRAYAL OF PUBLIC TRUST & INSTITUTIONAL CORRUPTION: VACCINE SAFETY RATINGS & 
VACCINE SCIENCE FALSIFIED, Alliance for Human Research Protection, November 12, 2017 

Advancing Voluntary, Informed Consent to Medical Intervention https://ahrp.org/betrayal-of-public-trust-institutional-corruption- 
vaccine-safety-ratings-vaccine-science-falsified/ 


The VAXXINATION RACKET (Dr. Amandha Vollmer), July 15th, 2021. https://www.bitchute.com/video/lYaQuqriUeDa/ 


VACCINE CHOICE CANADA (VIDEOS ON RUMBLE) https://rumble.com/c/c-667243 


MASSIVE: WORLD RENOWNED DOCTOR BLOWS LID OFF OF COVID VACCINE, Fleccas Talks, May 27, 2021 
httos://rumble.com/vhp8e1-massive-world-renowned-doctor-blows-lid-off-of-covid-vaccine.html? 





foclid=lwAROPX79l/7wlYlKJyeQj/7FLX-j541L-8X68y3xXa8416hnawis Tm2s-c8l-f8 


WHY DID THE FDA GO EASY ON GENERIC DRUG MAKERS AFTER INSPECTIONS EXPOSED QUALITY & 
SAFETY CONCERNS?, May 20, 2019 https://www.youtube.com/watch?v= _gOHIAS5xaMo 


EMERGENCY PETITION IMMEDIATE ACTION REQUIRED: SIGNIFICANT COVID-19 TESTING FLAWS, VACCINE 
SAFETY Updated: Mar 22 2021 Guest Petition compiled by Health Professionals, Health Professional Emergency Petition 
IMMEDIATE Action Required: Significant Covid-19 Testing Flaws & Vaccine Safety Issues 
https://www.unite4truth.com/post/emergency-petition-halt-covid-19-protocols-severe-testing-flaws-vaccines-safety-risks-exposed 





MIXING CORONAVIRUS VACCINE BRANDS IS OK, CANADA SAYS, Paula Newton, CNN, Tue June 1, 2021 
https://www.cnn.com/2021/06/01/americas/canada-mixing-coronavirus-vaccines/index.html 


COVID VACCINES: NECESSITY, EFFICACY AND SAFETY, Doctors for Covid Ethics, May 5, 2021 
https://off-guardian.org/2021/05/05/covid-vaccines-necessity-efficacy-and-safety/ 


FOUR TIMES IN HISTORY VACCINES FAILED (LESSONS FOR A CORONAVIRUS VACCINE?), nationalinterest.org, 
August 1, 2020 https://nationalinterest.org/blog/coronavirus/four-times-history-vaccines-failed-lessons-coronavirus-vaccine-166116 


DISCUSSION OF EMERGENCY USE AUTHORIZATION AND INFORMATION IMPORTANT FOR PATIENTS TO 
KNOW, Healthy Living Show , April 3, 2021 https://www.bitchute.com/video/24aj0a61g9XL/ 
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2. PROBLEMATIC CLINICAL TRIALS 


FOLLOWING THE SCIENCE?, June 20, 2021, Mark 
Mallett 


https://www.markmallett.com/blog/following-the-science/? 
foclid=IwAR30svqgMDKHS2gcqAJLhWp3GwfslwFhTu4gfPJOc- 
XOqOfAD-gPaE9w4ZRI 


WHY THE FDA KNOWINGLY APPROVES 
DANGEROUS DRUGS, META SUMMARIES, Dec 21, 


2020 https://www.youtube.com/watch?v=ZNhkxIjNMIO 


ONE-THIRD OF NEW DRUGS HAD SAFETY 
PROBLEMS AFTER FDA APPROVAL, May 9, 2017 


https://www.npr.org/sections/health- 
shots/2017/05/09/527575055/one-third-of-new-drugs-had-safety- 
problems-after-fda-approval 


FDA ADDS A WARNING TO COVID-19 VACCINES 
ABOUT RISK OF HEART INFLAMMATION, Lauren 
Mascarenhas, June 27, 2021 


http://www.opensourcetruth.com/fda-adds-a-warning-to- 
covid-19-vaccines-about-risk-of-heart-inflammation/ 


DIRE WARNING FROM DOCTORS ABOUT NON-FDA 
APPROVED EXPERIMENTAL COVID VACCINES. 
Demon Hunter, April 2, 2021 


https://www.bitchute.com/video/avDNV TxPEhZZ/ 


FDA EMERGENCY USE AUTHORIZATIONS: WHAT 
HAPPENS TO PRODUCTS AFTER THE EMERGENCY 
IS 

OVER? Melissa Nickel and Chris Justice, April 21, 2020 


https://engenio.us/news-and-insights/fda-emergency-use- 


authorizations-what-happens-to-products-after-the-emergency-is- 
over/ 


HOW FULL FDA APPROVAL COULD PAVE THE WAY 
FOR COVID-19 VACCINE MANDATES, Jillian Kramer, 





June 11, 2021 Vaccines are available now for 
emergency use, but full regulatory approval could boost 
public confidence—and spur more schools and 
businesses to start requiring shots. 


https://www.nationalgeographic.com/science/article/how-full-fda-approval- 
could-pave-the-way-for-covid-19-vaccine-mandates? 
cmpid=org=ngp::mc=social::src=facebook::cmp=editorial::add=fb2021061 





2science- 
covidFDAapproval&sf246712709=1 &fbclid=IwAR1DAJrJJDY 5n6TCvXQ8 
R3ySHySFOus5JmCfQyJboG1SLk2EsQVKvm3x7fOc 





WHY TWO FDA MEMBERS VOTED AGAINST THE 
PFIZER-BIONTECH VACCINE 
Dec 11, 2020, CNBC Television 


https://www. youtube.com/watch?v=2EtAzVy89ZU 


DOCS, SCIENTISTS CALL ON FDA TO DELAY 
APPROVAL OF COVID VACCINES 

— Data should be from completed phase Ill trials, not 
interim results, group says, Ryan Basen, Enterprise & 
Investigative Writer, MedPage Today June 10, 2021 
https://www.medpagetoday.com/special- 
reports/exclusives/93035 


FDA IN THIRD WORLD DRUG TRIAL SCANDALS, 
Science in Society Archive https://www.i- 
sis.org.uk/FDAinDrug Trial.php 


THE TRUTH ABOUT THE CORONAVIRUS VACCINE 
TRIALS - FNEWWORLDNEXTWEEK, The Corbett 
Report, October 29th, 2020 

https://www. bitchute.com/video/Wj3ZOS5wjc8/ 


THE DEADLY CORRUPTION OF CLINICAL TRIALS, 
Carl Elliott When you risk life and limb to help test a drug, 
are you helping science—or Big Pharma? 


https://www.motherjones.com/environment/2010/09/dan- 
markingson-drug-trial-astrazeneca/ 


3. FULL VOLUNTARY & INFORMED CONSENT 


FULL VOLUNTARY & INFORMED CONSENT 


> https://archive.org/download/covid-19-do-you-really-believe-we-have-full-voluntary-and-informed-consent 





YOUR RIGHTS TO DECLINE MANDATORY COVID MEASURES, Constitutional Rights Centre Oct 10, 2020 
In this media presentation, we cover your common-law, statutory, international, and constitutional rights against mandatory 
medical procedure and/or treatment without expressed, informed, consent in the context of Covid: Vaccines, Testing, Masking 


and Contact Tracing. https://www.youtube.com/watch?v=Q3wWxJ5L9PkK&t=25s 


AGREEMENT BETWEEN VACCINE PROVIDERS AND VACCINATED PARTY -- NOTICES AND CONDITIONAL 


ACCEPTANCE hitps://courtroomwatch.files.wordpress.com/2019/1 2/liability-vaccinationnotice-1.pdf? 
foclid=lIwARO2jM82570TOLEMwc9Ep2AaDWg1zJ9dIFerLDIWxxXWSOOIGoDCn4iHqziA 


NUREMBERG TRIALS — CRIMES AGAINST HUMANITY hitps://awakenny.wordpress.com/2021/05/10/nuremberg-trials-2021/ 


DIRTY BIG PHARMA TRUTH https://rayflores.medium.com/nuremberg-code-violations-by-big-pharma-e10e32fa2804 
THIS LESSON OF HISTORY CANNOT BE FORGOTTEN, reallygraceful, February 25th, 2021. 


https://www. bitchute.com/video/eyQWhI6NTU4K/ 
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4. THE PROVEN TO BE USELESS PCR TESTS 





PEF. DRDSTER 


LARGEST PEER-REVIEWED STUDY DESTROYS = 


PCR TESTz 


POT 8 BEAL DOC THA, 
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FOA LETTERS ACKNOWLEDGE PCR TESTS ARE 
UNPROVEN, RISKY AND INADEQUATE, Oct 15, 2020 
THE COVID-19(84) Red Pill Posts | October 15, 2020 _ 
htipss/muchadoaboutcorona.ca/per-pandemic/ 


NOW FDA ADMITS PCR TESTS GIVE FALSE COVID 
RESULTS,TYLER DURDEN, principia-scientific.com, Jan 
5.2021 hittos://onncipia-scientific.com/now-fda-admits- 
por-tests-gre-false-covid-results/ 





FOA ADMITS PCR TESTS GIVE FALSE RESULTS, 
PREPARES GROUND FOR BIDEN TO “CRUSH” 
CASEDEMIC, January 5, 2021 

tips: Awww Sobrepo 





false-results-prepares-ground-for- -biden- = =a casedemic! 


FDA BACKS HOME USE OF COVID-19 TESTS 
WITHOUT DATA IN ASYMPTOMATIC PEOPLE, Nick 
Bete ich sibel V7, ane 1 





FMR. FOA CHIEF ON FOA EMERGENCY-USE 
AUTHORIZATION FOR FAST, CHEAP COVID-19 
TESTS, Aug 26. 2020 httos:/www.youtube.com/watch’? 
v=llFstoY_H3k 


FDA REVERSES ITSELF: REJECTS CovIDpD 
ANTIBODY TEST RESULTS: INSANITY REIGNS, Jon 
Reacgtrltoa une ch — 





ryecta coed antondy tet eu [ GesDELak kd? mCaz- 





iM4idsYes, OOUTetHZPBazuwed 


CORONAVIRUS TESTS ARE BEING FAST-TRACKED 
BY THE FDA, BUT IT'S UNCLEAR HOW ACCURATE 
THEY ARE. Lydia DePillis and Caroline Chen, Apnil 10, 
2020 

“What good is. a test if you don't know it's giving you 
reliable results?" one expert said, Concems are 
mounting that a lack of accurate testing will make it 
more dificult for America to relax social distancing. 

https: wa. propublica.org/artice/coronavirus-tests-are- 





CEASE & DESIST ORDER TO PROF. DR. CHRISTIAN 


DROSTEN, CREATOR OF SARS-COV-2 PCR TEST, 
4/01! 2021 Dave Ratcliffe 





5. FOLLOW THE DRUG MONEY 


COVID CORRUPTION: WHERE WE GO ONE WE GO 
ALL 


& https archive. org/details/where-we-go-one-we- 
ll- | 2 T 


BILL GATES AND GOOGLE ARE PART OF THE BIG 
NO LIABILITY CLUB | 





ra-part-of-the-hig-pharmaceutical- no-liability- | 
a 202105 


COVID TYRANNY: WITHOUT OUR RIGHTS AND 
FREEDOMS WE WILL HAVE NOTHING AND NOT BE 
HAPPY 





aa ieeelicarie sant call dewda-aiathilie aiMicnoh ae 





ha 202107 


THE LIARS, CHEATS AND CRIMINALS WHO THINK 
THEY RULE THE WORLD, wil paranormal, July 1st, 
2021. hitos:/nwww. Bitchute.comvideo'nainOisxBRsuk 
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ROCKEFELLER, NAZIS, THE UN, & GENOCIDE, 
Anton Chaitkin http://educate- 


yourself.org/cn/genociderockefellernazis2apr03.shtml 


WESTERN MEDICINE IS ROCKEFELLER MEDICINE 
— ALL THE WAY, Makia,October 17, 2014 


https://thefreedomarticles.com/western-medicine- 
rockefeller-medicine/ 


HOW PSYCHOPATH JOHN ROCKEFELLER WIPED- 
OUT NATURAL CURES TO CREATE BIG 
PHARMA,Chris Kanthan, May 21, 2020 


https://fort-russ.com/2020/05/how-psychopath-john-rockefeller- 
wiped-out-natural-cures-to-create-big-pharma/ 


EXPOSING THE LIE — HIPPOCRATIC HYPOCRISY: A 
TALE OF TWO SNAKES, Dr. Andrew Kaufam VIDEO 


https://truthcomestolight.com/hippocratic-hypocrisy/? 
foclid=IwAR18YPzi8NFj11LK6xKhVrOFfi4ynSnf0iuFccHY MZ6FAD49qTFB 
EvdidgQ 


MEET THE 40 NEW BILLIONAIRES WHO GOT RICH 
FIGHTING COVID-19 
Giacomo Tognini, Forbes Staff, Apr 6, 2021 


https://www.forbes.com/sites/giacomotognini/2021/04/06/meet- 
the-40-new-billionaires-who-got-rich-fighting-covid-19/? 
sh=6a55a6afl1 7eb5&fbclid=IwAR2ctUQ5rW 2jCJfRsfzhCaKbUAOoij 
WwyDg9AgNZdlo7ru00O2FCx40zsW Xc 


THE GLOBAL HEALTH MAFIA PROTECTION 
RACKET, May 9th, 2020, Amazing Polly, May 9, 2020 


https://www.bitchute.com/video/1Z5VYqJartl/ 


THE LIARS, CHEATS AND CRIMINALS WHO THINK 
THEY RULE THE WORLD, wil paranormal, July 1st, 


2021. https://www.bitchute.com/video/n3InQSxBP5UK/ 


CORRUPTION IN GLOBAL HEALTH: THE OPEN 
SECRET, thelancet.com, Patricia J Garcia, MD, 
November 27, 2019 


https://www.thelancet.com/journals/lancet/article/PIISO0140- 
6736(19)32527-9/fulltext 


COVID19 — EVIDENCE OF GLOBAL FRAUD, lain 
Davis, 2020/11/17 
https://off-qguardian.org/2020/11/17/covid19-evidence-of-global-fraud/ 


THE POWER OF THE PHARMACEUTICAL 
COMPANIES | DW Documentary, Oct 28, 2020 


https://www.youtube.com/watch?v=2LelUHLI-xM 


BOMBSHELL: BELARUSIAN PRESIDENT OFFERED 
$940M BY IMF AND WORLD BANK TO INTRODUCE 
QUARANTINE, ISOLATION & CURFEW ‘LIKE IN 
ITALY’ HAFSeptember 7, 2020 


https://humansarefree.com/2020/09/belarusian-president-offered- 
940-million-by-imf-and-world-bank.html 


THE BILLIONAIRE AND THE DRUG PRICE-FIXING 
SCANDAL, forbes.com, Apr 18, 2017 


https://www.forbes.com/sites/nathanvardi/201 7/04/18/the- 
billionaire-and-the-drug-price-fixing-scandal/?sh=/77dd494d3aa3 





THE TRUTH ABOUT BIG PHARMA AND HOW 
MEDICINE TURNED INTO AN MONOPOLY - MUST 
SEE!!!, The Health Life Network, Jan 27,2016 | 
https://www. youtube.com/watch?v=mXHSz-1pkCM&t=5s 


HOW BIG PHARMA REAPS PROFITS WHILE 
HURTING EVERYDAY AMERICANS, Abbey Meller and 
Hauwa Ahmed August 30, 2019 


https://www.americanprogress.org/issues/democracy/report 
s/2019/08/30/473911/big-pharma-reaps-profits-hurting- 
everyday-americans/ 


WHO ARE THE PLAYERS IN THE 
PHARMACEUTICAL INDUSTRY (BIG PHARMA)?, 
eserthopetreatment.com, March 12, 2021 

Johnson & Johnson ($276 billion market value); Novartis 
($273 billion); Pfizer ($212 billion); Merck ($164 billion); 
GlaxoSmithKline ($103 billion); Eli Lilly ($98 billion) 

Those deep pockets allow pharmaceutical companies to spend 
astronomical amounts on advertising. In 2014, spending on 
advertising was worth $4.53 billion, representing an 18 percent 
year-by-year increase. Out of all the individual companies in the 
industry, Pfizer spent $1.4 billion on advertising. Eli Lilly, the 
company behind the erectile dysfunction medication Cialis, spent 
$272 promoting that drug alone. 
https://deserthopetreatment.com/addiction-guide/drug- 
industry-trends/ 


NEW HARVARD STUDY REVEALS INSTITUTIONAL 
CORRUPTION OF PHARMACEUTICALS AND HOW 
FDA CANNOT BE TRUSTED WITH PUBLIC SAFETY 
https://www.seattleorganicrestaurants.com/vegan-whole- 
food/institutional-corruption-of-pharmaceuticals-how-FDA-cannot- 
be-trusted-with-public-safety. php 


MEDTECH GIANT PUSHES BOUNDARIES AS 
CASUALTIES MOUNT AND SALES SOAR, Sydney P. 
Freedberg and Scilla Alecci, November 25, 2018 

From garage startup to global dominance, Medtronic bent 
and broke rules in its relentless pursuit of success. 
https://www.icij.org/investigations/implant-files/medtech-giant- 
pushes-boundaries-as-casualties-mount-and-sales-soar/ 


DOCTORS PRESCRIBE MORE OF A DRUG IF THEY 
RECEIVE MONEY FROM A PHARMA COMPANY TIED 
TO IT, Hannah Fresques, Dec. 20, 2019 

Pharmaceutical companies have paid doctors billions of 
dollars for consulting, promotional talks, meals and more. A 
new ProPublica analysis finds doctors who received payments 
linked to specific drugs prescribed more of those drugs. 
https://www.propublica.org/article/doctors-prescribe-more-of-a- 
drug-if-they-receive-money-from-a-pharma-company-tied-to-it 


CDC COMPROMISED BY BIAS AND CONFLICTS OF 
INTEREST, Editior, Association of American Physicians 
and Surgeons (AAPS), Sep 21, 2020 

"The CDC has a long history of bias and troubling conflicts of 
interest. This history calls into question the scientific validity of 
recommendations made by the CDC," Dr. Huntoon concludes. 
https://www.prnewswire.com/news-releases/cdc- 
compromised-by-bias-and-conflicts-of-interest-writes- 


editor-of-the-journal-of-american-physicians-and-surgeons- 
301134882.html 
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9.1 DR. FAUCI 


HISTORY OF FAUCI AND GATES, bottomlinefacts, Dec 
15, 2020 What is really in the Covid19 Vaccine and 
W.H.O. stands to PROFIT from it? 


https://bottomlinefacts.com/history-of-fauci-and-gates/ 


DR. FAUCI AND THE DISTRUSTFUL GANG 


> https://archive.org/details/where-we-go-one-we- 
go-all-final 


THE FAUCI ‘MISINFORMATION’ TIMELINE, 
thehighwire.com, July 2021 

In light of the recent release of ICAN'’s Fauci Email 
FOIA, Jefferey Jaxen takes us on a journey through 
Faucis early involvement with gain-of-function 
experiments, through his on and off camera persona 
during the #Covid19 pandemic. 


https://thehighwire.com/videos/the-fauci-misinformation- 
timeline/ 


DR. DAVID MARTIN RELEASES ‘THE FAUCI/COVID- 
19 DOSSIER” 22 YEARS OF RESEARCH -— Truth 
Comes to Light, January 19, 2021 
https://truthcomestolight.com/dr-david-martin-releases-the- 
fauci-covid-19-dossier-205-pages-22-years-of-research/ 


THE FAUCI EMAILS REVEAL INEPTITUDE, 
CORRUPTION, AND IGNORED WARNINGS OVER 
CHICOM COVERUP JD Rucker | Jun 2, 2021 
https://noqreport.com/2021/06/02/the-fauci-emails-reveal- 
ineptitude-corruption-and-ignored-warnings-over-chicom- 
coverup/ 





CCP COVER-UP: WUHAN LAB SCRUBS ALL 
EVIDENCE OF FAUCI TREASON FROM ITS 
SERVERS, Ethan Huff, 5/18/2021 


https://www.corruption.news/2021-05-18-wuhan-lab- 
scrubs-evidence-fauci-treason-servers.html 


YALE EPIDEMIOLOGIST HARVEY RISCH: LIVES 
LOST DUE TO FAUCI/FDA OPPOSITION TO LIFE- 
SAVING TREATMENTS Dennis Behreandt 24/08/2020 
https://thenewamerican.com/a-pattern-of-behavior-yale- 
epidemiologist-harvey-risch-alleges-dr-fauci-and-the-fda-have-a- 
history-of-opposing-inexpensive-and-effective-medicines-like- 
hydroxychloroquine/ 


FAUCI WAS DUPLICITOUS ON THE AIDS EPIDEMIC 
TOO, Phillip W. Magness, February 23, 2021 


https://www.aier.org/article/fauci-was-duplicitous-on-the- 
aids-epidemic-too/ 


SCANDAL! ANTHONY FAUCI HAS BEEN MASS 
MURDERING PEOPLE FOR DECADES! PREVENTED 
AIDS PATIENTS FROM RECEIVING LIFE-SAVING 
CHEAPER DRUG, FDA IMPLICATED.., 
medicalkidnap.com, August 24, 2020 

ARTICLE: https://medicalkidnap.com/2020/08/24/scandal- 
anthony-fauci-has-been-mass-murdering-people-for- 
decades-prevented-aids-patients-from-receiving-life- 
saving-cheaper-drug/ 

VIDEO: https://www.youtube.com/watch? 
time_continue=1&v=lV-Keiel2s8&feature=emb_ logo 


9.2 BILL GATES 


MEET BILL GATES, The Corbett report, May 24, 2020 


https://www.bitchute.com/video/DSvhPnUgyzé/ 


ROBERT F. KENNEDY JR. EXPOSES BILL GATES & HIS RELATIONSHIP WITH BIG PHARMA, Feb 24, 2019 
Children's Health Defense https://www.collective-evolution.com/2019/02/24/robert-f-kennedy-jr-exposes-bill-qates-his- 





relationship-with-big-pharma/ 


BY THE NUMBERS: BILL AND MELINDA GATES RANK AS WHO ORGANIZATION'S 2ND BIGGEST DONOR 
https://abcnews.go.com/US/video/numbers-bill-melinda-gates-rank-organizations-2nd-biggest- 70174755 


GATES’ GLOBALIST VACCINE AGENDA: A WIN-WIN FOR PHARMA AND MANDATORY VACCINATION, 
childrenshealthdefense.org, April 09, 2020 https://childrenshealthdefense.org/news/government-corruption/gates-globalist-vaccine- 


agenda-a-win-win-for-pharma-and-mandatory-vaccination/ 


BILL GATES IS HELPING FUND NEW FACTORIES FOR 7 POTENTIAL CORONAVIRUS VACCINES, EVEN 
THOUGH IT WILL WASTE BILLIONS OF DOLLARS, Isobel Asher Hamilton, Apr 3, 2020 


httos://www.businessinsider.com/bill-gates-factories-/-different-vaccines-to-fight-coronavirus-2020-4 ?0p=1 





GATES FOUNDATION BUYS STAKES IN DRUG MAKERS, David Bank and Rebecca Buckman, The Wall Street 
Journal, May 17, 2002 https://www.wsj.com/articles/SB1021577629748680000 


WHO INSIDER BLOWS WHISTLE ON GATES AND GAVI Dr. Joseph Mercola, March 19, 2021 


https://articles. mercola.com/sites/articles/archive/2021/03/19/gavi-bill-gates-world-health-organization.aspx? 
ui=c0b4cdb627e837cd6b0a3e674f736ad8c01d08583596e7626e789ba7 8ef2aat2&sd=20210212&cid source=dnl&cid medium=email&cid content=art1Rea 


dMore&cid=20210319 HL2&mid=DM833992&rid=111090796 
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6. THE CORPORATE GOVERNMENT & MEDICAL ESTABLISMENT 


COVID HYPOCRISY & BETRAYALS OF PUBLIC TRUST 
> https://archive.org/download/covid-hypocrisy-betrayals-of-public-trust-web-links 





THE GREAT COVID RESET WITHOUT OUR RIGHTS AND FREEDOMS WE WILL HAVE NOTHING AND NOT BE HAPPY 
> https://archive.org/details/without-our-rights-or-freedoms-we-will-have-nothing-and-not-be-happy-pdf 





ASTRAZENECA GETS $1B FROM U.S. GOVERNMENT FOR CORONAVIRUS VACCINE, M. Corey Goldman 
AstraZeneca receives more than $1 billion from the U.S. government to help produce an experimental coronavirus vaccine 


being developed by the University of Oxford. https://www.thestreet.com/investing/astrazeneca-azn-coronavirus-vaccine-oxford-funding 


US TAXPAYERS ARE FUNDING SIX COVID VACCINES. HERE'S HOW THEY WORK, Elizabeth Cohen and Dana 
Vigue, CNN, Tue June 23, 2020 = https://www.cnn.com/2020/06/22/health/us-coronavirus-vaccine-funding/index.html 


‘GOVERNMENT MONEY THAT’S GONE INTO VACCINE DEVELOPMENT IS BEING PRIVATIZED BY A HANDFUL 
OF COMPANIES’ COUNTERSPIN INTERVIEW WITH JAMES LOVE ON BILL GATES & VACCINE POLITICS... 
Janine Jackson, May 13, 2021 SOURCE Fairness and Accuracy in Reporting 

t 





companies/ 


POLITICS AROUND THE CDC AND FDAIS ERODING TRUST IN THEIR COVID-19 RECOMMENDATIONS, 
Forbes.com, Judy Stone, Sep 23, es 
httos://www.forbes.com/sites/judystone/2020/09/23/politics-around-the-cdc-and-fda-is-eroding-trust-in-their-covid-19-recommendations/? 





sh=3118510/6bab 


INDIA’S VACCINE MAKERS ARE PANDEMIC PROFITEERS, NOT HUMANITARIANS, Aparna Gopalan, June 19 
2021 The Indian government's free-market approach to vaccine distribution has privileged profit over lives. 
https://theintercept.com/2021/06/19/india-covid-vaccine-profiteering/ 


COVID-19 VACCINE DEVELOPERS WANT TO KEEP GETTING BILLIONS IN PUBLIC MONEY WITH NO STRINGS 
ATTACHED, Julia Rock https://jacobinmag.com/2021/02/covid-vaccine-developers-pfizer-johnson-government-funds-prices 


"911 = COVID 19", Ry@nsk1, SOURCE: James Corbett, Corbett Report, April 10th, 2021. 
https://www.bitchute.com/video/X9giLFCo4KaA/ 


INSIDE THE CORPOCRACY: BIG PHARMA AND SERVILE GOVERNMENT, Gary Brumback / June 18th, 2013 
https://dissidentvoice.org/2013/06/inside-the-corpocracy-big-pharma-and-servile-government/ 


IT WAS THE GOVERNMENT THAT PRODUCED COVID-19 VACCINE SUCCESS, healthaffairs.org, May 14, 2021 _ 
https://www.healthaffairs.org/do/10.1377/hblog20210512.191448/full/ 


THE PHARMACEUTICAL INDUSTRY, INSTITUTIONAL CORRUPTION, AND PUBLIC HEALTH 
https://ethics.harvard.edu/pharmaceutical-industry-institutional-corruption-and-public-health 


"THIS ELEVATES IT TO ANGRY': DOCTORS SAY CDC, FDA MISSTEPS CROSS THE LINE INTO POLITICS, Denise 
Chow, September 1, 2020 


https://www.yahoo.com/news/coronavirus-missteps-cdc-fda-worry-205919267.html? 
guccounter=1&qguce_referrer=aHROCHM6Ly9kdWNrZHVja2dvLmNvbS8&gquce_referrer_sigg=-AQAAALWhMKeBfDDVnTsnsOvcMWQO0Z4eba7bXvy- 
OO0iyV4FgXoNNxwHM8dkSUovLspXNomGrJdC2lt-wAY y2Naq6HCCcd5sjG6C8U- 
rBOZOAvtwRxYgVJYAQkco29xZKUEIVxEe1SLX3VGJ5xYdB4U3AW OQqgtQtMxE1KSv2E5x90akKpVA 


ARE LEADERS BEING THREATENED BY THE INTERNATIONAL PUBLIC HEALTH MAFIA? 
Amazing Polly, June 20th, 2021 https://www.bitchute.com/video/8QCIDbzxpt22/ 


KEY GLOBAL HEALTH POSITIONS AND OFFICIALS IN THE U.S. GOVERNMENT, Jun 15, 2021 





SCANDAL DOGS CHINA’S ‘KING OF VACCINES,’ PARTNER TO ASTRAZENECA, Sui-lee Wee and Javier c. 
Hernandez, December 7, 2020_hitps://cn.nytimes.com/business/20201207/china-vaccine-astrazeneca/en-us/ 


CHINA’S PHARMA SCANDAL AND THE ETHICS OF THE GLOBAL DRUG MARKET, theconversation.com, 
September 18, 2013 https://theconversation.com/chinas-pharma-scandal-and-the-ethics-of-the-global-drug-market-16424 
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IN GERMANY, A BETTER VACCINE FOR POLITICIANS? 
http://content.time.com/time/health/article/0,8599, 1932366,00.html 


CORRUPTION IN HEALTH SERVICES, knowledgehub.transparency.org 
https://knowledgehub.transparency.org/assets/uploads/topic-quides/Topic-Guide-Corruption-in-Health.pdf 


COVID-19: POLITICISATION, “CORRUPTION,” AND SUPPRESSION OF SCIENCE 
BMJ 2020; 371 doi: (Published 13 November 2020) hitps://doi.org/10.1136/bmj.m4425 


https://www.bmj.com/content/371/bmj.m4425? cf _chl_jschl_ tk  =bad79c35357971556ef3db7/7a/829c94b8efe96d-1623817961-0- 
AcSYhOSCVn5T28SgPhHOytpn7d4jgASZuaurAr44NA_DbGHNAf9Me6iwd3hbWJV5DyEVxl5eHk9r1kZ5HXcWwU65sEZwirkrvgNylrXxmBHw/721b/7- 
NINdYrfi7EAs4v3eqqouCu8UDptkcfhygsNfSOMLEF5Thx-7IIrGihQgvvUbzV ZtfuX8yKqsO6n0cchBpMWKA14ErgY dEmdgqwvMQF71HDg5- 

TuvwkK 1iylpOOxAMVSNCfEwCIPPWJY2dZ-WxXtPm3qbtkxDKy5GiBad-2S1Tss4LQ_ yWGh5 LYtOQPwK7HGYd6pZgnrlHYuc_CNIJ3Kt- 
i7qAn3xWF_guTbJVwidWCKRMHeHKNgV1mYidSfCkxpEs2nveJUWVvVAU0SPjtwnsHMOwLtdZW3k-CoUg W7tdoyueMVBZbEC7kKRR6O7mkJ 


HOW BIG PHARMA'S MONEY - AND ITS POLITICIANS — FEED THE US OPIOID CRISIS, Chris McGreal, Thu 19 Oct 
2017 The pharmaceutical industry attempted to place blame for the crisis on the millions who have became addicted instead of 
the mass prescribing of powerful opioids. Photograph: Dominick Reuter/AFP/Getty Images 

Tom Marino might have withdrawn from consideration as Trump’s drug czar, but drug money is coursing through the veins of 
Congress — contributing directly to an epidemic that kills thousands of Americans each year 


https://www.theguardian.com/us-news/201 7/oct/19/big-pharma-money-lobbying-us-opioid-crisis 


BUSTED: CDC COMMITTED CRIMINAL FRAUD OVER COVID19 NUMBERS!, State of the Nation February 27, 
2021, Government Manipulation Revealed _hitps://stateofthenation.co/?p=54303 


THE TRUTH ABOUT BIG PHARMA AND HOW MEDICINE TURNED INTO AN MONOPOLY - MUST SEE!!!, The 
Health Life Network, Jan 27, 2016 _ https://www.youtube.com/watch?v=mXHSz-1pkCM 


BIDEN’S INNER CIRCLE MAINTAINS CLOSE TIES TO VACCINE MAKERS, DISCLOSURES REVEAL 
As concerns grow about a global “vaccine apartheid,” watchdogs worry that the Biden administration is primed to 
favor profits over people. Lee Fang, March 24 2021 _https://theintercept.com/2021/03/24/covid-vaccine-stocks-biden-conflict/ 


OUR PHARMACEUTICAL EMPERORS HAVE NO CLOTHES Saeed A Qureshi PhD (Edits by John O'Sullivan), 
August 14, 2020 hittps://principia-scientific.com/our-phrmaceutical-emperors-have-no-clothes/ 


THE REGULATORY CAPTURE OF THE FDA, Maxim Jacobs, June 12, 2021 
The mega-profit pharmaceutical industry relies on connections with the agency tasked with regulating it. 


https://www.theamericanconservative.com/articles/the-regulatory-capture-of-the-fda/? 
foclid=lwARO7nQsoukxg_ VoXVwrYJOQ8ualsq2NsQUBt9n8CxHHhSO0ivGPXs9H_Lh4 


INSTITUTIONAL CORRUPTION OF PHARMACEUTICALS AND THE MYTH OF SAFE AND EFFECTIVE DRUGS, 
The Journal of Law Medicine & Ethics 41(3):590-600, September 2013 
https://www.researchgate.net/publication/257309170 Institutional Corruption _of Pharmaceuticals and the Myth of Safe and Effective Drugs 


CORRUPTION AND THE CORONAVIRUS, transparency.org, March 18, 2020 


> https:/www.transparency.org/en/news/corruption-and-the-coronavirus 
> hitp://ti-health.org/wp-content/uploads/2019/03/IqnoredPandemic-WEB-v3.pdf 


MOVE ALONG, PEOPLE, MOVE ALONG: THERE’S NO HEALTH CARE CORRUPTION TO SEE HERE, Lambert 


Strether August 24, 2014 https://www.nakedcapitalism.com/2014/08/move-along-people-move-along-theres-health-care-corruption-see.html 


CDC AND COVID-19: SCANDAL AND INCOMPETENCE, forbes.com, Steve Forbes, March 14, 2020 
https://www.forbes.com/sites/steveforbes/2020/03/14/cdc-and-covid-19-scandal-and-incompetence/ 





FLU VACCINE FRAUD: WHO ‘MR FLU’ UNDER INVESTIGATION FOR GROSS CONFLICTS OF INTEREST, Alliance 
for Human Research Protection, December 9, 2009 
httos://ahrp.org/flu-vaccine-fraud-who-mr-flu-under-investigation-for-gross-conflicts-of-interest/ 





THE COVID-19 VACCINE KILL SHOT HEARD AROUND THE WORLD, State of the Nation, May 10, 2021 
https://stateofthenation.co/?p=64518 


PFIZER & MODERNA FAIL TO RESPOND TO BRITISH MEDICAL JOURNAL ABOUT COVID VACCINE SAFETY 
CONCERNS, Arjun Walia, June 17, 2021 
https://www.collective-evolution.com/2021/06/1 7/pfizer-moderna-fail-to-respond-to-british-medical-journal-about-covid-vaccine- 





safety-concerns/ 
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7. FEAR & PROPAGANDA 


COVID VIRTUE SIGNALLERS AND CANCEL CULTURE GONE WILD 
> https://archive.org/details/covid-virtue-signallers-and-cancel-culture-gone-wild-pdf 


"FEAR FACTOR’ OVER COVID IS ‘OUT OF HAND", Sky News Australia, Jul 1, 2021 
https://www.youtube.com/watch?v=DOJOj3Pmz_s 


THE ANTI-VAXXER PLAYBOOK TO DESTROY CONFIDENCE IN COVID-19 VACCINES, Scott Gavura on January 
21, 2021 

Major anti-vaccination voices and organizations have coalesced around three key messages to keep people from 
accepting the COVID-19 vaccine. Their playbook has now been exposed. 
https://sciencebasedmedicine.org/the-anti-vaxxer-playbook-to-destroy-confidence-in-covid-19-vaccines/ 





SKY NEWS AUSTRALIA NEWS HOST ALAN JONES SAYS "EVERYONE IS SICK OF THE MEANINGLESS 
RECITATION" OF CORONAVIRUS CASES IN STATE LEADERS' DAILY PRESS CONFERENCES. 
Read the full story at www.skynews.com.au 


https://www.facebook.com/SkyNewsAustralia/posts/10158381888081 728 


HEALTH EXPERTS TO PUBLIC: PLEASE REMAIN TERRIFIED -WE DESPERATELY NEED IT FOR OUR 


PROFESSIONAL SURVIVAL! Saeed A. Qureshi, Ph.D. Se eae com), April 10, 2021 
httos://l.facebook.com/I.php?u=http%3A%2F %2Fdrug-dissolution-testing.com%2Fblog%2Ffiles%2FVaccine-interpretation.pdf%3Ffbclid 





%3DIWAROtg0YgtTMwkKorhdmKFDwixd4KKCetHWGEmyYUQItLV_5t- 

g_OtF4md53rE2A&h=AT 1vliliCXQyaDznM9_hG4zzEKeKRe3xX01CZriisHgDnmdku_X0x01Q1cLQYvCIZcM3DIA0-5vR-MX4HJgHzv- 
YeN_pH4Wz7QtGjc3bYdoPswA3EIhJgHCx5XR3_H5RcMAg& tn =H- 

R&c[O]J=ATOmdgETBicDeckdzXKsIH2FE_ B526cqc1uqlJ6nYqxPG28c6uL1v3P_Um2vkV9JG57p4cF XEOFfthw3|l26dtByQK5x83YBbkvG7q9nM13nVY1VFEKKhN3tmU_2e 
x65jeyioZZXOBn4DGVpanrHVLbE Gje4g 

BOOM! MEDICAL JOURNALS CORRUPT TO THE CORE! Amazing Polly, April 23rd, 2021. 


https://www. bitchute.com/video/qDyhOlYpUeuv/ 


MAJOR MEDIA SYSTEMIC CORRUPTION AT FDA REPORTED, July 5, 2016 
https://anh-usa.org/systemic-corruption-at-fda-reported/ 


THE SAME SHADY PEOPLE OWN BIG PHARMA AND THE MEDIA, Dr. Joseph Mercola, June 15, 2021 


https://articles.mercola.com/sites/articles/archive/2021/06/15/does-vanquard-and-blackrock-own-the-world.aspx? 
foclid=IwAR1Bu_ofAtWirDfl65EyxEw8M_o _stbKOE mAfl-L30d8KflGEHrKUihshY 


WEF RELEASES GUIDE ON HOW TO COERCE AND MANIPULATE THE PUBLIC INTO TAKING THE “VACCINE”, 
GreatReject, 02/07/2021 _https://greatreject.org/wef-releases-guide-on-manipulating-the-public/ 


PHARMACEUTICAL CORRUPTION MEDIA ARTICLES, wanttoknow.info Excerpts of Key Pharmaceutical Corruption 
Media Articles in Major Media _https://www.wanttoknow.info/pharmaceuticalcorruptionmediaarticles 


HEALING AN AILING PHARMACEUTICAL SYSTEM: PRESCRIPTION FOR REFORM FOR UNITED STATES AND 
CANADA, BMJ 2018; 361 doi: https://doi.org/10.1136/bmj.k1039 (Published 17 May 2018) Cite this as: BMJ 
2018;361:k1039 httos://www.bmj.com/content/361/bmj.k1039.full 


CORRUPTION IN THE NGO WORLD: WHAT IT IS AND HOW TO TACKLE IT, Jer6me Larche Nov 1999 


https://odihpn.org/magazine/corruption-in-the-ngo-world-what-it-is-and-how-to-tackle-it/ 





BY PUTTING BIG PHARMA’S PATENTS BEFORE PATIENTS, DOCTORS WILL FURTHER ERODE TRUST IN 
EXPERT, Jonathan Cook « Feb. 22, 2021 
httos://www.unz.com/jcook/by-putting-big-oharmas-patents-before-patients-doctors-will-further-erode-trust-in-expert/ 





PAPANTONIO: NBC/ABC/MSNBC — OWNED & OPERATED BY US DRUG CORPORATIONS, Gary Bentley, April 13, 


2017 https://trofire.com/2017/04/13/papantonio-nbcabcmsnbc-owned-operated-us-drug-corporations/? 
foclid=lwAR34m930C5jrO4qSdXADZHqggRKoxWp5ZCHkIPWKHOCIF3vDCbePh2SqguX4 


TRANSPARENCY INTERNATIONAL ADDRESSES “CORRUPTION IN THE PHARMACEUTICALS AND 
HEALTHCARE SECTOR”, International Transparency, Thomas Sullivan, Nov 17, 2020 
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8. SUPRESSION & CENSORSHIP 
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COVID TRUTH WARS: CONSPIRACY FACTS AND CENSORSHIP 
> https://archive.org/download/truth-wars-the-conspiracy-facts-information-links/ 





THE MEDIA MONOPOLY: THE SAME SHADY PEOPLE OWN BIG PHARMA & THE MEDIA, mercola.com, June 2021 
httos://www.transcend.org/tms/2021/06/the-same-shady-people-own-big-pharma-and-the-media/ 





LANDMARK LEGAL RULING FINDS THAT COVID TESTS ARE NOT FIT FOR PURPOSE. SO WHAT DO THE MSM 
DO? THEY IGNORE IT 
httos://www.rt.com/op-ed/507937-covid-pcr-test-fail/?foclid=lIwAR2KAYsiJPql1wOcOaF vtUwowRHAOOsS6kKN/7WPbCHe8e- 





uuy8K_s2PfQPbsU 


FACEBOOK WHISTLEBLOWERS LEAK DOCS DETAILING EFFORT TO SECRETLY CENSOR VAX CONCERNS 
ON GLOBAL SCALE, Project Veritas , May 24, 2021 hitps://www.youtube.com/watch?v=Requt9ZXNO04 


THE ART OF MEDIA MANIPULATION 


https://mamm.org/messages-to-share/the-art-of-media-manipulation/? 
foclid=IwAR3LgyTRcTgy2zvTfkzmY 9LCN2IRtUQWYZGURSUZr8GKBIkOigxs7POwe-Y 


GOOGLE IS NOW A PHARMACEUTICAL COMPANY, Kate Raines, August 25, 2019 
https://vaccineimpact.com/2019/google-is-now-a-pharmaceutical-company/ 


2009 IN REVIEW: A YEAR OF FDA CENSORSHIP, BIG PHARMA CRIMES AND CELEBRITY DRUG DEATHS, Mike 
Adams, The Health Ranger, Friiday, Jan 01, 2010 
https://www.naturalnews.com/027851_health_news Big Pharma.html 


TUCKER CARLSON: IF YOU READ GOVERNMENT DATA, YOU'LL BE THROWN IN JAIL AND CENSORED BY 
BIG TECH, foxnews.com, June 11, 2021 We knew this was coming, how long can it continue? 


https://www.foxnews.com/opinion/tucker-carlson-government-data-jail-censor-big-tech 


THE CENSORSHIP OF COVID-19 DATA AROUND THE WORLD, POSTS CRITICIZING THE RESPONSE OF 
AUTHORITIES TO THE VIRUS HAVE BEEN BLOCKED OR REMOVED IN MANY COUNTRIES, fee.org, Sunday, 


June 7, 2020 https://fee.org/articles/the-censorship-of-covid-19-data-around-the-world/ 


FDR. SLAMS JOHNS HOPKINS FOR CENSORING OWN #COVID STUDY THAT FINDS NO INCREASE IN 
DEATHS, Trevor Fitzgibbon, Nov 27, 2020, WASHINGTON, DC, November 27 — A new scientific study from researchers 
at Johns Hopkins University that contradicts the generally accepted narrative regarding #COVID19 was just pulled from the 


school’s website. An archived link to the study is here and the original video presentation is here. 
https://trevorfitzgibb1.medium.com/dr-slams-johns-hopkins-for-censoring-own-covid-study-that-finds-no-increase-in-deaths-4ace7dc22ca0 





BIG PHARMACEUTICAL COMPANIES DON’T WANT YOU TO WATCH THIS VIDEO AND NEITHER DOES YOUR 
GRANDMA, Thought Monkey, Jun 28, 2017 https://www.youtube.com/watch?v=WU_EsiaaUGU 


WHY I’M REMOVING ALL ARTICLES RELATED TO VITAMINS D, C, ZINC AND COVID-19, Dr. Joseph Mercola, May 
04, 2021 https://articles.mercola.com/sites/articles/archive/2021/05/04/removing-articles-related-to-vitamin-d-c-and-zinc.aspx 
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THE DEADLY CENSORSHIP OF IVERMECTIN, Dr. Joseph Mercola , July 10, 2021 


https://articles.mercola.com/sites/articles/archive/2021/07/10/the-deadly-censorship-of-ivermectin.aspx? 
uli=cOb4cdb62/7e83/7cd6b0a3e6 /4f736ad8c01d08583596e/626e/89ba /8ef2aat2&sd=20210212&cid source=dni&cid 


medium=email&cid_content=art1 HL&cid=20210710 HL2&mid=DM932162&rid=1205065863 


IT'S CRYSTAL CLEAR’: PROFESSOR ROBERT CLANCY BACKS IVERMECTIN AS A COVID-19 TREATMENT, On 
Drive with Paul Turton 


Download 'It's crystal clear': Professor Robert Clancy backs ivermectin as a COVID-19 treatment (3.44 MB) 


Oxford University is going to investigate the effectiveness of ivermectin as a COVID-19 treatment. 

Emeritus Professor Robert Clancy, an immunologist at the University of Newcastle, tells Paul Turton that he believes they'll 
find the drug useful, and that it will become part of our coronavirus response. 

Duration: 7min 30sec: Thu 24 Jun 2021 


https://www.abc.net.au/radio/newcastle/programs/drive/ivermectin-covid-19/13418066? 
foclid=lwAROStHBDfaTHo6A_ uMk1G5s3zZBS-0oGMcqROMmHzrbR5N4NNTO2idloDVIjO 


CONCERN MOUNTS OVER CENSORSHIP OF CANADIAN DOCTORS, Rachel Emmanuel, Mar 9, 2021 


https://ipolitics.ca/2021/03/09/concern-mounts-over-censorship-of-canadian-doctors/? 
foclid=lwAR1M1Ogn0XaoQwoQW DgnU9bwtGFAfKvDYKOfjhjRobkhW Ncz7VIwtJAkr9Lo 


MEDICAL CENSORSHIP & HARMS OF LOCKDOWNS - AN EXCLUSIVE INTERVIEW WITH 3 CANADIAN 
FRONTLINE DOCTORS. WholdeHearedMedia, Feb 21, 2021 


https://www.youtube.com/watch?v=MynuWhCslys 


FOXNEWS - CORONAVIRUS VACCINE PROPAGANDA, joebearin, December 20th, 2020. 
https://www.bitchute.com/video/tc2cdinbxrwn/ 


COVID VACCINE IS A DANGEROUS SHAM, March 4, 2021, MWitt 
https://thelibertyledger423593164.wordpress.com/2021/03/04/covid-vaccine-is-a-dangerous-sham/ 


THE PHARMACEUTICAL INDUSTRIAL COMPLEX: A DEADLY FAIRY TALE, Dr. Doug Henderson, October 23, 2009 
https://www.lewrockwell.com/2009/1 0/dr-doug-henderson/the-pharmaceutical-industrial-complex-adeadly-fairytale/ 


MYTH-BUSTERS: ABOLISH THE FDA, Aug 26, 2016, CBS This Morning 
https://www.youtube.com/watch?v=Pq_gIRZc8ts 


CDC IS THE VACCINE MARKETING AGENCY!, AmazingPolly, March 2, 2021 
https://rumble.com/vearp1-cdc-is-the-vaccine-marketing-agency.html 


PHARMA, FDA & “INSTITUTIONAL CORRUPTION”, biologicaldentalhealth.com, Wednesday, October 21st, 2015 
https://biologicaldentalhealth.com/pharma-fda-institutional-corruption/ 


BIG PHARMA’S GAME OF CONTROL 
Instead of fixing your underlying health challenges, Big Pharma wants you popping their latest pill. Alex J. Rouhandeh, 
September 11, 2020 https://prospect.org/coronavirus/big-pharmas-game-of-control-covid-drug-treatment/ 


F.D.A. STILL LACKS A PERMANENT CHIEF, DESPITE PRESSING, WEIGHTY PROBLEMS 

With the pandemic easing, the federal agency's long-term agenda for drug approvals or new issues is languishing without a 
permanent commissioner. 
https://worldnewsera.com/news/entrepreneurs/f-d-a-still-lacks-a-permanent-chief-despite-pressing-weighty-problems/ 





MALFEASANCE OF THE AMA * CDC * FDA * NIH * EXTRAORDINARY * DR. PETER MCCULLOUGH * 05-19-2021 
* CUT, Jesus Kingdom Power, June 28th, 2021 hittps://www.bitchute.com/video//er4 7 Jdr6Cxi/ 
Dr. Mccullough in a Laura-Lynn Tyler Thompson interview: http://www.lauralynn.tv/2021/06/dr-peter-mccullough.htm| 


SPECIAL REPORT: COMPLIANCE 2020 
https://www.complianceweek.com/opinion/top-ethics-and-compliance-failures-of-2019/2823/7.article 


“VACCINES AND RELATED BIOLOGICAL PRODUCTS; ADVISORY COMMITTEE MEETING; FDA BRIEFING 
DOCUMENT PFIZER-BIONTECH COVID-19 VACCINE.” posted on the FDA website, June 2021, 


https://www.fda.gov/media/144245/download 
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TRUST IN CDC, FDA TOOK A BEATING DURING PANDEMIC, webmd.com, June 9, 2021 
https://www.webmd.com/lung/news/20210609/trust-in-cdc-fda-took-a-beating-during-pandemic 


(PDF) MEASURES DO NOT PREVENT DEATHS, TRANSMISSION IS NOT BY CONTACT, MASKS PROVIDE NO 
BENEFIT, VACCINES ARE INHERENTLY DANGEROUS: Denis Rancourt, PhD, December 2020, Review update of 
recent science relevant to COVID-19 policy 


https://ratical.org/PandemicParallaxView/Rancourt-ScienceReviewCovidPolicy. pdf 


PFIZER CAUGHT ENGAGING IN ILLEGAL MARKETING PRACTICES & ASSESSED BILLIONS IN CRIMINAL 
CONVICTIONS, Arjun Walia | Collective Evolution, By TS on January 7, 2021... In Brief 
https://themadtruther.com/2021/01/07/pfizer-caught-engaging-in-illegal-marketing-practices-assessed-billions-in-criminal-convictions/ 


POLL FINDS PUBLIC HEALTH HAS A TRUST PROBLEM, npr.com, May 13, 2021, Heard on Morning Edition, Selena 
Simmons-Duffin https:/Awww.npr.org/2021/05/13/996331692/poll-finds-public-health-has-a-trust-problem 


WHY AMERICANS HATE BIG PHARMA MORE THAN EVER, Christopher Gerry, September 9, 2019 

A recent poll from Gallup has found that the pharmaceutical sector is the most loathed industry in the country. It scored 
a net favorability rating of -31 points (27% positive, 58% negative), which is its lowest rating since the poll’s inception in 2001 

(Figure 1). For comparison, advertising/public relations earned a (relatively) respectable net rating of -1 point, and the federal 
government came in at -27 points. 


https://www.acsh.org/news/2019/09/09/why-americans-hate-big-pharma-more-ever-14275 


BIOETHICS BLOGS: TRUST, MISTRUST, AND SCIENCE — FINDING THE BALANCE BETWEEN CONSPIRACY 
THEORIES AND NAIVE TRUST 
https://bioethics.qgeorgetown.edu/2015/02/trust-mistrust-and-science-finding-the-balance-between-conspiracy-theories-and- 





naive-trust/ 


CRIMINAL BIG-PHARMA PUT IN CHARGE OF COVID-19 “VACCINE” 30.04.2020 Tony Cartalucci 
httos://journal-neo.org/2020/04/30/criminal-big-oharma-put-in-charge-of-covid-19-vaccine/ 





SILENT WEAPONS FOR A QUIET WAR | BLUEPRINT FOR TOTALITARIAN CONTROL, truth11.com, December 6, 
2021 = https://truth11.com/2021/06/12/silent-weapons-for-a-quiet-war-blueprint-for-totalitarian-control/ 


RISKY DRUGS: WHY THE FDA CANNOT BE TRUSTED, Donald W. Light, July 17, 2013 
https://ethics.harvard.edu/blog/risky-drugs-why-fda-cannot-be-trusted 


INSTITUTIONAL CORRUPTION OF PHARMACEUTICALS AND THE MYTH OF SAFE AND EFFECTIVE DRUGS, 
anticorruptionsociety.files.wordpress.com, 05/20/21 

Harvard University Edmond J. Safra Center for Ethics Journal of Law, Medicine and Ethics Vol. 14, No. 3 (2013) Donald W. 
Light (fellow Edmond J. Safra Center for Ethics at Harvard University), Joel Lexchin (York University in Toronto, ON), and 
Jonathan J. Darrow (research fellow at Harvard Medical School). 
https://anticorruptionsociety.files.wordpress.com/2015/02/institutional-corruption-of-pharmaceuticals.pdf 





POST A COMMENT: CHD CALLS ON FDA TO IMMEDIATELY TAKE COVID VACCINES OFF THE 

MARKET, Children's Health Defense Team 

Children’s Health Defense and Millions Against Medical Mandates invite parents, healthcare practitioners, military members 
and others to comment on their petition calling on the U.S. Food and Drug Administration to immediately remove COVID 
vaccines from the market. 


httos://childrenshealthdefense.ora/defender/siqn-petition-chd-fda-take-covid-vaccines-off-market/?utm source=banner 
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9. MORE CONFLICTS OF INTEREST 


FDA: WHAT IS A CONFLICT OF INTEREST? (A CASE OF THE FOX WATCHING THE HEN HOUSE?) 

A conflict of interest is of a financial nature. FDA reviews all financial interests related to the particular topic of a meeting to 
determine if a conflict exists. If the financial interest is not related to the meeting topic, a conflict of interest may not exist. In 
order to be considered a financial conflict of interest, FDA determines whether the discussion at the meeting or outcomes of 
the meeting will have a direct and predictable effect on the individual's interest. 

> hitps://www.fda.gov/about-fda/fda-basics/what-conflict-interest 

> hitps://www.fda.gov/media/87421/download 


ARE VACCINE ADVISORS MORE CONFLICTED THAN WE THOUGHT? — Rules for advisory committee 
members' disclosures vary widely Kara Grant,MedPage Today May 28, 2021 


https://www.medpagetoday.com/infectiousdisease/covid1 9vaccine/92850 


JUST ONE OF SIX COVID COMMISSION MEMBERS VOLUNTEERS TO RELEASE CONFLICT-OF-INTEREST 
DECLARATION, 2020 Federal government refuses to release disclosures, saying they were made ‘in confidence’, amid 
calls for greater transparency 
https://www.theguardian.com/australia-news/2020/jun/12/just-one-of-six-covid-commission-members-volunteers-to-release-conflict- 





of-interest-declaration 


LAB LIES: A CONFLICT OF INTEREST FOR DR. DASZAK, humanevents.com, June 21, 202 
https://humanevents.com/2021/06/21/lab-lies-lancet-journal-statement-on-covid-revisited/ 


MODERNA'S COVID-19 VACCINE INVESTIGATOR LEAVES FDA ADVISORY COMMITTEE OVER CONFLICT OF 
INTEREST Ben Adams, Sep 24, 2020 
httos://www.fiercebiotech.com/biotech/moderna-s-covid-vaccine-investigator-leaves-fda-advisory-committee-over-conflict- 





interest 


CONFLICT OF INTEREST: WHO’S COVID INVESTIGATOR IS RECIPIENT OF CHINESE COMMUNIST CASH, 
WORKED WITH WUHAN LAB FOR 18 YEARS, winterwatch.net, February 14, 2021 
httos://www.winterwatch.net/2021/02/conflict-of-interest-whos-covid-investigator-is-recipient-of-chinese-communist-cash- 





worked-with-wuhan-lab-for-18-years/ 


WHO ARE THE COVID INVESTIGATORS? Members of a WHO origin probe have conflicts of interest. Feb. 15, 
2021 = https://www.wsj.com/articles/who-are-the-covid-investigators-11613401955 


CONFLICTS OF INTEREST AND COVID: FINANCIAL INCENTIVES CAN BE A FACTOR IN PANDEMIC POLICY 
DECISIONS—ALBEIT FREQUENTLY AT A SUBCONSCIOUS AND UNINTENTIONAL LEVEL, Sunita Sah, December 


3, 2020  https://www.scientificamerican.com/article/conflicts-of-interest-and-covid/ 


CONFLICT OF INTEREST IN CLINICAL RESEARCH Ravindra B. Ghooi, 2015 Jan-Mar; 6(1): 10-14. 
doi: 10.4103/2229-3485.148794 PMCID: PMC4314841 PMID: 25657897 


https://www.ncbi.nim.nih.gov/pmc/articles/PMC431484 1/ 


CRIMINAL BIG-PHARMA PUT IN CHARGE OF COVID-19 “VACCINE”, Tony Cartalucci, 30.04.2020 
httos://iournal-neo.org/2020/04/30/criminal-big-pharma-put-in-charge-of-covid-19-vaccine/ 





CANADIANS CAN NOW SEE CONFLICTS OF INTEREST DECLARED BY COVID-19 VACCINE TASK FORCE, 
Amanda Connolly, Global News, September 22, 2020 
https://qdlobalnews.ca/news/7351016/covid-19-vaccine-task-force-conflicts-of-interest-disclosures/ 
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10. CORRUPTION IN FUNDING, RESEARCH & POLICIES 


DR'S SLAM FALSE REPORTING ON DECREASING NUMBERS, FDA CORRUPTION, RESEARCH GRANT'S, 
FALSE RESEARCH, Free Speech Warrior, June 16th, 2020. This is a segment that exposes many aspects whilst 
highlighting the 'Deep State's’ involvement in medicine. Claims that the FDA is 'corrupt to the core’ along with Universities and 
research grants in direct conflict with current tested medications HCQ.. 


https://www.bitchute.com/video/9FQ9YbLZST44/ 


MEDICAL JOURNAL EDITOR ADMITS “SCIENCE HAS TAKEN A TURN TOWARDS DARKNESS” 
COMMENT OF DR. RICHARD HORTON, EDITOR-IN-CHIEF OF THE LANCET, March 21, 2018 
https://anticorruptionsociety.wordpress.com/2018/03/21/medical-journal-editor-admits-science-has-taken-a-turn-towards-darkness/ 





INTERNATIONAL PHARMACEUTICALS EXPERT EXPOSES PANDEMIC FAKERY! Written by John O'Sullivan w/ Dr. 
Saeed Qureshi, July 9, 2020 


https://principia-scientific.org/international-pharmaceuticals-expert-exposes-pandemic-fakery/ 


SCIENCE JOURNALS ENGAGED IN MASSIVE DISINFORMATION CAMPAIGN, Dr. Joseph Mercola, July 07, 2021 


https://articles.mercola.com/sites/articles/archive/2021/07/07/science-journals-disinformation-campaign.aspx? 
ui=cO0b4cdb627e837cd6b0a3e674f736ad8c01d08583596e/7626e789ba/8ef2Zaaf2&sd=20210212&cid source=dnl&cid medium=em 


ail&cid content=art1HL&cid=20210707&mid=DM929630&rid=1202518072 


WHO DELETES NATURALLY ACQUIRED IMMUNITY FROM ITS WEBSITE, Jeffrey A. Tucker, December 23, 2020 _ 
https://www.aier.org/article/who-deletes-naturally-acquired-immunity-from-its-website/ 


MYSTERIOUS DEATH OF VACCINE SAFETY ADVOCATE BRANDY VAUGHN & COVID CENSORSHIP WITH DR. 
SCOTT JENSEN, Marcus Twain, December 17, 2020 https://www.bitchute.com/video/7CvDrweOoax4/ 


WHY PATENT PROTECTION IN THE DRUG INDUSTRY IS OUT OF CONTROL, Robert Pearl, M.D, Jan 19, 2017 
httos://www.forbes.com/sites/robertpearl/201 7/01/19/why-patent-protection-in-the-drug-industry-is-out-of-control/? 





sh=4c8693c5/8ca 


THE RISE OF JUNK SCIENCE, Alex Gillis, Mar. 27, 2020 Fake publications are corrupting the world of research— 
and influencing real news _https://thewalrus.ca/the-rise-of-junk-science/ 


PERSPECTIVES ON THE PANDEMIC | "THE ILLUSION OF EVIDENCE BASED MEDICINE" | Episode 13 
Remastered, Journeyman Pictures, March 9, 2021 

As much of the world rushes to receive a lightly-tested pharmaceutical product, we thought it was high time to look again at 
the (very) big business of medicine. Leemon McHenry, PhD, guides us to the fraudulent core of ghostwritten studies, 
captured legislators, revolving-door regulatory agencies, pay-to-play medical journals, and the "key opinion leaders" who lend 
their academic credentials to giant corporations...for a price. With every stage in the process seemingly structured for 
corruption, we can only wonder along with Professor McHenry: "Who's looking out for scientific integrity?" By the time you 
finish this episode of Perspectives, you might just roll down your sleeve for a rethink. 


https://www. youtube.com/watch? v=UAEAW yfuEWY 


COVID-19 VACCINE-RELATED RESEARCH FUND 
https://nopkinsinfectiousdiseases.jhmi.edu/covid-19-vaccine-related-research-fund/ 


DARK SIDE OF MEDICAL RESEARCH: WIDESPREAD BIAS AND OMISSIONS, Jeremy Hsu June 24, 2010 
https://www.livescience.com/8365-dark-side-medical-research-widespread-bias-omissions.html 


WHY DOES THE FDA GET NEARLY HALF ITS FUNDING FROM THE COMPANIES IT REGULATES?, C. Michael 
White, childrenshealthdefense.org, 05/14/21 

Thanks to user fees drug companies pay the FDA, the number and speed of drug approvals have been increasing over time — so have the 
number of drugs that end up having serious safety issues. 


https://childrenshealthdefense.org/defender/fda-nearly-half-funding-companies-it-requlates/ 


PHARMA FUNDED 2,400+ STATE LAWMAKERS' CAMPAIGNS IN 2020, Dr. Joseph Mercola, July 08, 2021 


https://articles. mercola.com/sites/articles/archive/2021/07/08/pharma-funded-lawmakers-campaigns-in-2020.aspx? 
ui=cOb4cdb627e837cd6b0a3e674f736ad8c01d08583596e7626e789ba7 8ef2aat2&sd=20210212&cid source=dnl&cid medium=email&cid content=art2HL& 


cid=20210708&mid=DM930503&rid=1203332640 
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COVID-19 VACCINE GRANTS, PFIZER 
https://www.pfizer.com/purpose/independent-grants/covid-19-vaccine 


FUNDING OPPORTUNITIES SPECIFIC TO COVID-19 
This page contains a listing of active and expired funding opportunities specific to Coronavirus Disease 2019 (COVID-19). 


https://grants.nih.gov/grants/guide/COVID-Related.cfm 


HERE ARE ALL THE COMPANIES WORKING ON COVID-19 VACCINES, TREATMENTS, AND TESTING 
An investor's guide to healthcare companies’ coronavirus efforts. 
httos://www.fool.com/investing/2020/04/07/here-are-all-the-companies-working-on-covid-19-vac.aspx 





FUNDING FOR PROGRAM PROJECTS TO ADVANCE PAN-CORONAVIRUS VACCINE CANDIDATES, FUNDING 
NEWS EDITION: November 18, 2020 https://www.niaid.nih.gov/grants-contracts/pan-coronavirus-vaccine-nosi 


CONNECTING THE DOTS: HOW ANTICOMPETITIVE CONTRACTING PRACTICES, KICKBACKS, AND SELF- 
DEALING BY HOSPITAL GROUP PURCHASING ORGANIZATIONS (GPOS) CAUSED THE U. S. 

DRUG SHORTAGE Brian Klepper Conflicts of Interest, Health Care Cost, Market Dynamics, Policy/Law/Regulation, 
Quality February 14, 2012 
httos://careandcost.com/2012/02/14/connecting-the-dots-how-anticompetitive-contracting-practices-kickbacks-and-self- 





dealing-by-hospital-group-purchasing-organizations-gpos-caused-the-u-s-drug-shortage/ 


HISTORICAL TRENDS IN U.S. FUNDING FOR GLOBAL HEALTH 

To provide context for the release of the administration's first, full budget request for FY 2022, this brief provides an overview 
of historical trends in U.S. global health funding, including changes in program-specific funding over time, the distribution 
between bilateral and multilateral support, and in the increasing use of emergency supplemental funding in response to 


outbreaks. _https://www.kff.org/global-health-policy/ 


11. BRIBERY 


BIG PHARMA CRIMINALITY NO LONGER A CONSPIRACY THEORY: BRIBERY, FRAUD, PRICE FIXING NOWA 
MATTER OF PUBLIC RECORD, Mike Adams, the Health Ranger, Monday, July 9, 2012 
https://www.naturalnews.com/036417 Glaxo Merck_fraud.html 


HOW IS BRIBERY INVOLVED IN THE FDA, criminal.laws.com, December 22, 2019 
https://criminal.laws.com/bribery/medicine-and-bribery/pharmaceuticals 


HOW BRIBERY AND CORRUPTION AFFECTS THE HEALTH SYSTEM. Wednesday, November 1, 2017 
https://www.transparency.org/en/our-priorities/health-and-corruption 


BRIBERY AND CORRUPTION IN THE PHARMACEUTICAL SECTOR, Financier Worldwide Magazine, September 
2013 https://www.financierworldwide.com/bribery-and-corruption-in-the-pharmaceutical-sector/ 


FDA CEO FACES BRIBERY SCANDAL EVENING, Daily Guide Network, Nov 14, 2020 
https://www. youtube.com/watch?v=rn0Y7RzerHO 


HIDDEN CONFLICTS? PHARMA PAYMENTS TO FDA ADVISERS AFTER DRUG APPROVALS SPARK ETHICAL 
CONCERNS, Charles Piller, Jia You, Jul. 5, 2018 





$200K BRIBERY SCANDAL HITS FDA BOSS AND HEAD OF LEGAL AFFAIRS OVER COA FS, Nov 13, 2020 
https://www.youtube.com/watch?v=es_ VR4D600U 


STAFF IN HEALTH DEPARTMENT BRIBERY AND CORRUPTION SCANDAL RECEIVED SIX-FIGURE PAYOUTS, 
Jacob Kagi, August 2018 
httos://www.abc.net.au/news/2018-08-1 7/payouts-of-corrupt-health-bureaucrats-who-rorted-system-revealed/10132848 





HOSPITALS ARE PAID MORE FOR MEDICARE PATIENTS CONFIRMED OR PRESUMED TO HAVE 
CORONAVIRUS, foxnews.com, May 4, 2020 _https://www.foxnews.com/health/hospitals-medicare-patients-cost-coronavirus 


FDA SUPERVISOR AND LOCAL BUSINESSMAN CHARGED IN BRIBERY SCHEME 


FDA: NOT APPROVED — EMERGENCY USE AUTHORIZATION OF AN EXPERIMENTAL DRUG 170F 24 


https://www.justice.gov/usao-ndga/pr/fda-supervisor-and-local-businessman-charged-bribery-scheme 


FORMER FDA COMMISSIONER CHARGED IN RICO LAWSUIT, ALLIANCE FOR HUMAN RESEARCH 
PROTECTION, April 23, 2016 https://ahrp.org/former-fda-commissioner-charged-in-federal-racketeering-lawsuit/ 


$200K BRIBERY SCANDAL HITS FDA BOSS AND HEAD OF LEGAL AFFAIRS OVER COA FS, 12 November 2020 
httos://www.myjoyonline.com/200k-bribery-scandal-hits-fda-boss-and-head-of-legal-affairs-over-coa-fs/ 





FORMER FDA OFFICIAL PLEADS GUILTY IN GENERIC DRUG SCANDAL, March 31, 1990 
https://apnews.com/article/4341009a667c3195829a79728d6774b3 


BELARUS PRESIDENT LUKASHENKO PUNISHED BY NWO FOR NOT ACCEPTING LOCKDOWN BRIBES, 
UNLIKE OTHER COUNTYS, 14 Japan, Sept. 19, 2020 https://www.bitchute.com/video/OZaNDku6inLs/ 


FDA ON SINOVAC’S HISTORY OF BRIBERY: ‘HUWAG NILANG SUBUKANG MANUHOL. Kristine Sabillo, ABS- 
CEN News, Dec 15 2020 





GLAXOSMITHKLINE (GSK) HISTORY & CORRUPTION 


> https:/www.drugwatch.com/manufacturers/glaxosmithkline/ 
> hitps://www.facing-finance.org/en/database/cases/glaxosmithkline-bribery-corruption-fraud/ 


SENIOR GLAXOSMITHKLINE EXECS INVESTIGATED FOR BRIBERY AND TAX VIOLATIONS FOLLOWING 
REVELATIONS THAT CHINESE GOVERNMENT OFFICIALS WERE OFFERED CASH TO PRESCRIBE BOTOX, 
dailymail.co.uk, 11 July 2013 
httos://www.dailymail.co.uk/news/article-2360235/Senior-GlaxoSmithKline-execs-investigated-bribery-tax-violations.html 





THE PHARMACEUTICAL INDUSTRY, David Belk MD and Paul Belk PhD 
THE GREAT AMERICAN HEALTHCARE SCAM: HOW KICKBACKS, COLLUSION AND PROPAGANDA HAVE EXPLODED 
HEALTHCARE COSTS IN THE UNITED STATES (BOOK) 


https://truecostofhealthcare.org/the_pharmaceutical_industry/ 


12. WHISTLEBLOWERS 


AN FDA WHISTLEBLOWER’S DOCUMENTS: COMMERCE, CORRUPTION, AND DEATH, madinamerica.com, 
Robert Whitaker, August 23, 2020 https://www.madinamerica.com/2020/08/fda-whistleblowers-documents-commerce-corruption-death/ 


FDA COVER UP: THEY KNEW ABOUT DEADLY SIDE EFFECTS - DR. BRYAN ARDIS 
MarcusTwain22, June 25th, 2021. https://www.bitchute.com/video/l455IC2CkKFAX/ 


THE FDA COVER-UP THAT LED TO THE APPROVAL OF THE PFIZER VACCINE, June 6, 2021, State of the Nation 
https://stateofthenation.co/?p=681 79 


WHISTLEBLOWERS: COMPANY AT HEART OF 97,000% DRUG PRICE HIKE BRIBED DOCTORS TO BOOST 
SALES, Wayne Drash, CNN, Tue April 30, 2019 https://www.cnn.com/2019/04/30/health/mallinckrodt-whistleblower- 
lawsuit-acthar/index.html 


LATEST LEGAL SETTLEMENTS SUGGEST HAZARDS OF MAKING PHARMACEUTICAL REGULATION MORE 
LENIENT, AS IS APPARENTLY FAVORED BY NEW FDALEADER, Sunday, Oct1, 2017 


https://nhcrenewal.blogspot.com/201 7/10/latest-legal-settlements-suggest.html 


WHAT CAN WE LEARN FROM MEDICAL WHISTLEBLOWERS? Jeanne Lenzer 
https://www.ncbi.nim.nih.gov/pmc/articles/PMC1140678/ 


MEMBER OF FDA’S EXPERT PANEL RESIGNS OVER CONTROVERSIAL ALZHEIMER’S THERAPY APPROVAL, 
Andrew Joseph, June 8, 2021 https://www.statnews.com/2021/06/08/fda-expert-panel-resigns-alzheimers-approval/? 
foclid=IwAR3IYPmLotxriwU7RUa-Z-BBSRNWxonuyP3Esp78_ lUJcCjoaYSOgswTlyl 


FDA WHISTLEBLOWER SPYING SCANDAL, SEN. CHUCK GRASSLEY, Jul 18, 2012 
https://www.youtube.com/watch?v=dxW DsgBx4rk 
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WHISTLEBLOWERS REVEAL FDA EXACERBATED VIOXX SCANDAL ,30-May-2005 

An official of the Food and Drug Administration (FDA) has admitted that the regulatory agency was "the single greatest 
obstacle to doing anything effective" regarding Vioxx, adding that the FDA could have prevented the deaths resulting from the 
drug's use. https://www.outsourcing-pharma.com/Article/2005/05/30/Whistleblowers-reveal-FDA-exacerbated-Vioxx-scandal 


MERCK DR. EXPOSES GARDASIL SCANDAL: INEFFECTIVE, DEADLY, VERY PROFITABLE, April 21, 2014 | 
Judicial Watch _ https://www.judicialwatch.org/corruption-chronicles/merck-dr-exposes-gardasil-scandal-ineffective-deadly-profitable/ 


GLAXOSMITHKLINE WHISTLEBLOWER AWARDED $96M PAYOUT 
Whistleblower who exposed contamination problems at Glaxo plant in Puerto Rico receives $96m Read Cheryl 
Eckard's lawsuit in full https://www.thequardian.com/business/2010/oct/27/glaxosmithkline-whistleblower-awarded-96m-payout 


REVIVAL OF GILEAD WHISTLEBLOWER'S LAWSUIT SHOULD STOKE FEAR IN BIG PHARMA, Erika Kelton, Sep 
26, 2017 A whistleblower lawyer’ S perspective on corporate fraud & corruption 
i 





sh=21237efb2837. 


BEHIND THE VACCINE VEIL: DOCTOR CITES ‘WHISTLEBLOWERS’ INSIDE CDC WHO CLAIM INJECTIONS 
HAVE ALREADY KILLED 50,000 AMERICANS, Tuesday, June 22, 2021 
httos://www.naturalnews.com/2021-06-22-vaccine-injections-have-already-killed-50000-americans.html# 





13. LAWSUITS 


THE BIGGEST, ONGOING FDA RECALLS & LAWSUITS, Legal Assistant November 26, 2019 
https://laws101.com/fda-recalls-lawsuits/ 


LAWSUITS CHALLENGING COVID-19 FALSE CLAIMS, COMPILATION David T. Ratcliffe, rat haus reality press, 8 
Mar 2021 — https://ratical.org/PandemicParallaxView/Lawsuits-C 19-False-Claims.html#CC-ITEBA 


PFIZER CAUGHT ENGAGING IN ILLEGAL MARKETING PRACTICES & ASSESSED BILLIONS IN CRIMINAL 
CONVICTIONS, Arjun Walia, January 6, 2021 


https://www.collective-evolution.com/2021/01/06/pfizer-caught-engaging-in-illegal-marketing-practices-assessed-billions-in-criminal- 





convictions/ 


PFIZER HIT WITH LARGEST CRIMINAL FINE IN US HISTORY, Caleb Groos on September 02, 2009 
https://blogs.findlaw.com/blotter/2009/09/pfizer-hit-with-largest-criminal-fine-in-us-history.html? 
foclid=IwAROthIIMEnJKxkS_Ja1ijxkWaDuDLyKI8VYMm8o38jFxQYrN3ff7wUnZPig 


ANOTHER BIG PHARMA GIANT CAUGHT IN MASSIVE BRIBERY SCANDAL REPORTEDLY INVOLVING 
THOUSANDS OF U.S. DOCTORS, corruptionnews.com, Vicki Batts, 07/17/2019 
httos://corruption.news/2019-07-17-big-pharma-caught-in-bribery-scandal-involving-thousands-of-doctors.html 








PFIZER CORPORATE FULL RAP SHEET _hittps://www.mp-22.com/vax 


TAKING BIG PHARMA TO COURT: WHY LAWSUITS HAVE LITTLE EFFECT ON DRUG COMPANIES, Morgan Statt, 
February 22, 2018 https:/www.madinamerica.com/2018/02/big-pharma-lawsuits-little-effect-drug-companies 


FEDERAL JUDGE APPROVES LANDMARK $8.3 BILLION PURDUE PHARMA OPIOID SETTLEMENT, npr.org, 
November 17, 2020 
httos://www.npr.org/2020/11/1 7/936022386/federal-judge-approves-landmark-8-3-billion-purdue-pharma-opioid-settlement 





CUOMO PRESSURED TO RESIGN & XELJANZ CANCER LAWSUIT HIGHLIGHTS FDA'S WARNING FAIL, The 
Ring of Fire, Mar 24, 2021 https://www.youtube.com/watch?v=LGA1M82V8LQ 


LAWSUIT ON FDA’S TOBACCO, NICOTINE REGULATION POLICY DISMISSED, Oct 22, 2020 
httos://www.ama-assn.orq/delivering-care/public-health/lawsuit-fda-s-tobacco-nicotine-requlation-policy-dismissed 





THE FDA JUST LOST A LAWSUIT THAT COULD CHANGE HOW DRUGS ARE REGULATED, Matt Novak, 8/07/15 
https://gizmodo.com/the-fda-just-lost-a-lawsuit-that-could-change-how-drugs-1 722726938 
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INDIAN BAR ASSOCIATION SUES WHO SCIENTIST FOR THE MURDER OF INDIAN CITIZENS BY MISLEADING 
THEM ABOUT IVERMECTIN, medicalkidnap. com, June 30, 2021 





about- ivermectin/ 


FDA SUED OVER GENERIC LIPITOR RELEASE, Wall Street Journal, Peter Loftus & Thomas Gryta, 22/03/11 
https://www.wsj.com/articles/SB 10001424052 748703858404576214800299725210 


LIPITOR SETTLEMENT Pfizer has a history of multimillion-dollar lawsuit settlements. Pfizer continues to battle thousands 
of lawsuits for Lipitor, which may cause type 2 diabetes. Pfizer's history of settling multimillion-dollar lawsuits suggests they 


may do the same for Lipitor. _https://www.classaction.com/lipitor/settlement/ 


10 BIGGEST PHARMACEUTICAL SETTLEMENTS IN HISTORY _hitps://www.enjuris.com/blog/resources/largest- 
pharmaceutical-settlements-lawsuits/ 


JOHNS HOPKINS, BRISTOL-MYERS MUST FACE $1 BILLION SYPHILIS INFECTIONS SUIT, Jan 4, 2019 
https://www.reuters.com/article/us-maryland-lawsuit-infections-idUSKCN10OY1N3 


CRIMES OF COVID VACCINE MAKER PFIZER DOCUMENTED, dmlawfirm.com, November 18, 2020 
https://www.dmlawfirm.com/crimes-of-covid-vaccine-maker-pfizer-well-documented/ 


FDA "CORRUPTION" LETTER AUTHENTICATED: LAWYERS, START YOUR ENGINES! Jim Edwards, March 12, 
2010 https://www.cbsnews.com/news/fda-corruption-letter-authenticated-lawyers-start-your-engines/ 


PHARMACEUTICAL COMPANY FINES: _ a. 2001 - 2017: 55 fines in the $100 million - $3 billion range. 
b. $1 Billion Criminal Fines: Pfizer 2009, GlaxoSmithKline 2012 c. $7.5+ Billion Criminal fine, Purdue Pharma, 2020 
Source: U.S. Department of Justice, https://www.justice.gov 


BIG PHARMA’S BIG FINES Lena Groeger, ProPublica, Feb. 24, 2014 

In the last few years pharmaceutical companies have agreed to pay over $13 billion to resolve U.S. Department of Justice 
allegations of fraudulent marketing practices, including the promotion of medicines for uses that were not approved by the 
Food and Drug Administration. Here are summaries of some recent large settlements. 


https://projects. propublica.org/graphics/bigpharma 


14. RECALLS 


MASK RECALLS (ORIGINALLY APPROVED BY HEALTH AGENCIES), NON-MEDICAL MASKS: ABOUT 


https://www.canada.ca/en/public-health/services/diseases/2019-novel-coronavirus-infection/prevention-risks/about-non-medical- 
masks-face-coverings.html 


DANGEROUS HAND SANITIZERS NEED IMMEDIATE FDAATTENTION, Steve Pociask and Krisztina Pusok, 
thehill.com, 07/08/21 


https://thehill.com/blogs/congress-blog/healthcare/561992-dangerous-hand-sanitizers-need-immediate-fda-attention 


FDA 101: PRODUCT RECALLS 


> hittps://www.fda.gov/consumers/consumer-updates/fda-101-product-recalls 
> hitps://www.fda.gov/drugs/drug-recalls/fdas-role-drug-recalls 


THE MOST DANGEROUS DRUG RECALLS IN THE HISTORY OF THE FDA 
https://www.healthkartclub.com/dangerous-drug-recalls-history-fda/ 


DISGUSTING FDA IGNORES TAINTED BABY FOODS, RT- THE RING OF FIRE, Apr 22, 2021 
https://www.youtube.com/watch?v=8qui-RY5pzA 


50 YEARS AGO, SUGAR INDUSTRY QUIETLY PAID SCIENTISTS TO POINT BLAME AT FAT, npr.org, Sept 13, 2016 


https ://www.npr.org/sections/thetwo-way/2016/09/13/493739074/50-years-ago-sugar-industry-quietly-paid-scientists-to-point-blame-at-fat 
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15. ALONG HISTORY OF MANY OTHER SCANDALS 





SHOCKING FDA SCANDAL THREATENS DRUG SAFETY, Mar 3, 2017 
https://www.youtube.com/watch?v=ticDZUeyQXA 


ONE-THIRD OF NEW pleated HAD SAFETY PROBLEMS AFTER FDA ale she ioe, May 9, 2017 





MORE POLIO CAUSED BY VACCINE THAN WILD VIRUS — WHO CONFIRMS, Charlene Bollinger, February 3, 2020 
https://thetruthaboutvaccines.com/polio-vaccine-causes-polio/ 


AFTERA SCANDAL, A ONE-SIDED WARNING AGAINST GENERIC DRUGS, pia ee Greene, ee 12,2019 





b5e4-54aa56d5b/ce_story. html 


DON’T TRUST YOUR DOCTOR, huffpost.com, Dr. Peter Rost , December 6, 2017 
https://www.huffpost.com/entry/dont-trust-your-doctor_b 18977 


BILL GATES HISTORY OF VACCINE CORRUPTION INFLICTING HARM AND DEATH ON UNSUSPECTING 
PEOPLE IN POOR COUNTRIES, eee nennece com, Pie 8, ae 





countries/ 


AIDS AND THE AZT SCANDAL: SPIN’S 1989 FEATURE, ‘SINS OF OMISSION’ 
The story of AZT, one of the most toxic, expensive, and controversial drugs in the history of medicine. 
Celia Farber October 5 2015 __https://www.spin.com/featured/aids-and-the-azt-scandal-spin-1989-feature-sins-of-omission/ 





MIKE WALLACE 60 MINUTES EXPOSES SWINE FLU PANDEMIC VACCINE FALLOUT OF 1976 —ReUpload, 


NotSunkYet, Apr 26, 2020 _https://www.youtube.com/watch?v=W1CyMXURgGc 
Transcript: https://www.wanttoknow.info/health/1976 swine flu_ vaccine 60 minutes transcript 


MARTIAL LAW AND THE MILITARIZATION OF PUBLIC HEALTH: THE WORLDWIDE H1N1 FLU VACCINATION 
PROGRAM, Prof Michel Chossudovsky, Global Research, July 26, 2009 


https://www.globalresearch.ca/martial-law-and-the-militarization-of-public-health-the-worldwide-h1n1-flu-vaccination-program/14543 





MOUNTING DEBILITIES AND DEATHS FROM H1N1 VACCINE, December 05, 2009 
httos://articles.mercola.com/sites/articles/archive/2009/12/05/swine-flu-shot-side-effects-beginning-to-take-their-toll.aspx 





BIG PHARMA’S MANUFACTURED EPIDEMIC: THE MISDIAGNOSIS OF ADHD, Gareth Cook on October 11, 2016 
https://www.scientificamerican.com/article/big-pharma-s-manufactured-epidemic-the-misdiagnosis-of-adhd/ 


VACCINE-AUTISM CONNECTION: | STAND WITH THE MOTHERS, Jon Rappoport, April 4, 2016 
https://blog.nomorefakenews.com/category/medical-fraud/page/24/ 


BLOCKBUSTER: CDC QUIETLY REMOVES WEBSITE HEADLINE THAT CLAIMED "VACCINES DO NOT CAUSE 
AUTISM" Sharyl Attkisson, January 22, 2021 
httos://sharylattkisson.com/2021/01/cdc-quietly-removes-website-headline-claiming-vaccines-do-not-cause-autism/ 





BAYER: NEED SOME HEROIN FOR YOUR COUGH?, Business Casual, Jun 10, 2016 
https://www.youtube.com/watch?v= Q9uuzRXZakl 


BAYER SCANDAL - HIV CONTAMINATED DRUG - 1000'S CONTRACTED HIV 
https://www.youtube.com/watch?v=cphkD-9NUes 


WORST DRUG SCANDAL - BAYER MASS MURDERS THOUSANDS WITH HIV-TAINTED DRUGS - FACTOR VIII, 
Oct 19, 2016 https://www.youtube.com/watch?v=UJf7MtFj Tow 


THALIDOMIDE: RETURN OF AN INFAMOUS PILL | RETRO REPORT ON PBS, May 12, 2020 
https://www.youtube.com/watch?v=gzEdbbyww9U 
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ASPARTAME'S FDA APPROVAL PROCESS SHOWS SIGNIFICANT FLAWS, Dr. Janet Starr Hull 
http://www.sweetpoison.com/articles/0406/aspartames fda_approval_p.html 


POV: NEW FDA REGULATIONS ON VAPING PRODUCTS A FAILURE Michael Siegel , July 13, 2016 
They do not protect public’s health, do impose a public safety hazard https://www.bu.edu/articles/2016/fda-vaping-regulations/ 


THE REAL FDA SCANDAL wsj.com, Feb. 6, 2008 FDAcannot "adequately" monitor America's food supply and medical 
products. https://www.wsj.com/articles/SB120225742208745785/watch?v=c5SxjDZV4Uk 


FDA-APPROVED PRESCRIPTION DRUGS LATER PULLED FROM THE MARKET, 1/30/2014 | ProCon.org 
https://prescriptiondrugs.procon.org/fda-approved-prescription-drugs-later-pulled-from-the-market/ 


FDA CONSPIRED WITH CHEMICAL INDUSTRY TO DECLARE BISPHENOL-A HARMLESS, Natural News, Mike 
Adams, October 24, 2008 


https://www.organicconsumers.org/news/fda-conspired-chemical-industry-declare-bisphenol-harmless 


BLACKMAIL AND THE MEDICAL VACCINE EXEMPTION, Barbara Loe Fisher 
https://nealthimpactnews.com/2015/almost-no-medical-condition-qualifies-for-medical-vaccine-exemption/ 


4 PHARMACEUTICAL COMPANIES ACCUSED IN THE OPIOID EPIDEMIC REACH A $260 MILLION SETTLEMENT 
JUST BEFORE TRIAL, Aaron Cooper, Kristina Sgueglia and Holly Yan, CNN 


https://www.cnn.com/2019/10/21/health/ohio-opioid-settlement-monday/index.html 
THE TRUTH ABOUT THE FDA DIRTY SECRETS, Aug 31, 2016 hitps://www.youtube.com/watch?v=s_zkKVHfN8E 


BOTTLE OF LIES: HOW POOR FDA OVERSIGHT & FRAUD IN GENERIC DRUG INDUSTRY THREATEN 
PATIENTS’ HEALTH, Democracy Now, May 20, 2019 _ hitps://www.youtube.com/watch?v=|CrTuT5ywv! 


DID BIG PHARMA AND WHO CORRUPTION TRICK THE WORLD... Journeyman Pictures 
https://www.youtube.com/watch?v=0e-ead Isq5o 


YOU’RE BEING PLAYED! DO YOU UNDERSTAND WHAT’S HAPPENING? DR. SCOTT JENSEN TELLS US WHY. 
Ditto ditto, February 7, 2021 https://www.bitchute.com/video/79 TcZzmAAaNB/ 


BREAKING! FIRST U.S. DOCTOR CERTIFIES 'VACCINE' INJURY, CONFIRMS SERIOUS DIAGNOSIS AFTER JAB, 


Stew Peters Show, 04/06/21 https://rumble.com/vi1qgh-breaking-first-u.s.-doctor-certifies-vaccine-injury-confirms-serious-diagno.html 





DOCTOR SAYS FDA DECISION WAS SO EGREGIOUS HE RESIGNED, CNN, June 2021 
CNN's Ana Cabrera speaks with Dr. Joel Perlmutter about his decision to resign from an FDA panel over the agency's 
approval of the controversial drug aducanumab to treat Alzheimer's. 


https://www.cnn.com/videos/health/2021/06/11/dr-joel-perlmutter-intv-fda-advisor-resign-alzheimers-aducanumab-sot-nr-vpx.cnn? 
foclid=IwAR1an275DcSj27Yrrp0WwvGbnNMq1J5XqsW5n15A0ZYNZOMfMywzSmJBIX0O 


FDA DIRECTOR WON’T APPROVE ANY VACCINE THEY “WOULD NOT FEEL COMFORTABLE GIVING" TO 
THEIR FAMILIES, Global News, Sep 23, 2020 https://www.youtube.com/watch?v=EV7pZCUrHJM 


PHARMA EXECS USED STRIP CLUBS, BROKE FDA LAWS TO BOOST OPIOID SALES, 60 Minutes, Jun 23, 2020 
https://www. youtube.com/watch?v=G1jLVP156_E 


FDA CAUGHT HIDING SCIENTIFIC FRAUD - ARE YOUR DRUGS SAFE?, Feb 22, 2015 
https://www.youtube.com/watch?v=F GhW 1eacinw 


SENATE FINANCE COMMITTEE HOLDS HEARING ON FDA OVERSIGHT Jun 2, 2020, CNBC TV 
https://www.youtube.com/watch?v=nJ4Uo0bMc4/7k 


BREAKING NEWS!! PREZ AKUFFO-ADDO SACKS FDA HEAD OF LEGAL AFFAIRS OVER US$100,000 BRIBERY 
REPORT, Apr 28, 2021 https://www.youtube.com/watch?v=LF TanuCJY 14 


VIOXX AND FDA DRUG INJURIES, injuryboard Nov 9, 2007 _hitps://www.youtube.com/watch?v=YKFg6 JO FA 
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16. NO LIABILITY = GETTING AWAY WITH MURDER 


PART OF THE BIG NO-LIABILITY CLUB? 
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YOU CAN’T SUE PFIZER OR MODERNA IF YOU HAVE SEVERE COVID VACCINE SIDE EFFECTS. The government 
likely won’t compensate you for damages either. https://www.cnbc.com/2020/12/16/covid-vaccine-side-effects-compensation-lawsuit.html 


PRODUCTS LIABILITY A product liability lawsuit refers to a lawsuit brought by a consumer against anyone in the chain of 
manufacturing, including the manufacturer of any component parts, the manufacturer that assembles a complete item, and 
sometimes the retail storeowner. https://www.justia.com/products-liability/ 


COVID VACCINE MAKERS HAVE A DISTURBING TRACK RECORD OF CRIMINAL AND CIVIL LIABILITY, 
lifesitenews.com, June 14, 2021 Vaccine manufacturers have a history of ‘aggressive marketing of inappropriate drugs, 
kickbacks to doctors, claims of testing drugs on children without proper consent,’ and more. 
https://www.lifesitenews.com/news/covid-vaccine-makers-disturbing-track-record-of-criminal-and-civil-liabilit 





MSM SPINS NO PHARMA LIABILITY, BURIES VACCINE COURT INFO, The David Knight Show , August 21, 2020 
https://www.bitchute.com/video/kkda2W Kdzlhh/ 


TRUST IN NEWS MEDIA CONTINUES TO PLUMMET: VACCINE MAKERS EXEMPT FROM LIABILITY, The Corbett 
Report, August 6,2020 https://www.bitchute.com/video/OYwBOISBMFfx/ 


17. ALTERNATIVE HEALTH RESOURCES 


Dr. Charles Hoffe Sounds The Alarm, Laura Lynn Tyler Thompson 
https://www.bitchute.com/video/mhLU0zzTPYv6/ 

https ://takeactioncanada.ca/stand-with-scientists-and.../ 

https ://www.libertycoalitioncanada.com/.../press-release... 
https://freedomfirstnetwork.com/.../57-leading-scientists... 

https://www. youtube.com/watch?v=VtM1f8j6ilQ (emergency?) 

World Doctors Alliance - https://worlddoctorsalliance.com/ 

Great Barrington Declaration www.gbdeclaration.org 

America's Frontline Doctors - https:/(www.americasfrontlinedoctors.com/ 
Canadian Health Alliance — http://www.canadahealthalliance.org/ 

Concerned Ontario Doctors - http://www.carenotcuts.ca/ 

Canadian Frontline Nurses - https://www.canadianfrontlinenurses.ca/ 

Global Frontline Nurses - https://www.qglobalfrontlinenurses.com/ 

Children's Health Defense - https://childrenshealthdefense.org/ 

Vaccine Choice Canada https://vaccinechoicecanada.com/ 

Care Not Cuts From Your Concerned Ontario Doctors - http://www.carenotcuts.ca/ 
Stand for Health Freedom - https://standforhealthfreedom.com/ 

ICAN - Informed Consent Action Network - https://www.icandecide.org/ 

Ontario Civil Liberties Association OCLA - https://ocla.ca/ 

Declaration of Canadian Physicians for Science and Truth - https://canadianphysicians.org/ 
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18. ALTERNATIVE MEDIA AND HEALTH RESOURCES 





Druthers News — www.druthers.net 
Rebel News — www.RebelNews.com 
True North - https://tnc.news/ 

Bright Light News - 


https://www.facebook.com/BLNewsMedia 
The Western Standard - 


https://westernstandardonline.com/ 
One America News Network - httos:/Awww.oann.com/ 


The Epoch Times - hittps://www.theepochtimes.com/ 
The Capital Voice - https://thecapitalvoice.ca/ 
Diverge Media - www.divergemedia.ca 

Dan Bongino - https://bongino.com/ 

Candace Owens - 
https://www.facebook.com/realCandaceOwens/ 
Steven Crowder - https://www.louderwithcrowder.com/ 
Ben Swann - https://truthinmedia.com/ 

James Corbett - https://www.corbettreport.com/ 
Truthstream Media - https://truthstreammedia.com/ 
Dan Dicks, Press for Truth - https://pressfortruth.ca/ 
Amazing Polly - https://www.amazingpolly.net/ 

Spiro Skouras - 
https://truthcomestolight.com/author/skouras/ 

Ben Shapiro - https://www.dailywire.com/show/the- 
ben-shapiro-show 

Glenn Beck, The Blaze 
https://www.theblaze.com/podcasts/the-glenn-beck- 
program 

Anthony Furey — http://www.furey.ca/ 
https://torontosun.com/author/afureypost 

Brian Liley - 
https://torontosun.com/author/blilleypostmedia 

Joe Warmington - 
https://torontosun.com/author/jwarmington 

No More Fake News - https://nomorefakenews.com/ 
Evidence Not Fear - www.evidencenotfear.com 


Project Veritas - https://www.projectveritas.com/ 
Computing Forever - http://computingforever.com/ 
Activist Post - www.activistpost.com 


https://www.activistpost.com/ 
Collective Evolution - https://www.collective- 


evolution.com/ 


Peak Prosperity - https://www.peakprosperity.com/ 
Canadian Independent Media (list) - 


https://www.unfettered.ca/ 
Independent Media Canada -_ 


http://www. independentmedia.ca/ 
Laura Lynn Tyler Thompson - hitp://www.lauralynn.tv/ 


Kevin J. Johnston - httos://www.kevinjjohnston.me/ 
Black Sheep Truth Media - Carl 


https://www.facebook.com/beeeeeeaaaaaa 

OJTV's The Filipino Canadian Daily News Magazine 
www.ordinaryjoeshow.ca Joseph Salvador - 

Librti - https://www.librti.com/ 


FDA: NOT APPROVED — EMERGENCY USE AUTHORIZATION OF AN EXPERIMENTAL DRUG 





World Doctors Alliance - 
https://worlddoctorsalliance.com/ 

Great Barrington Declaration www.gbdeclaration.org 
America's Frontline Doctors - 


https://www.americasfrontlinedoctors.com/ 
Stand for Health Freedom - 


https://standforhealthfreedom.com/ 
Canadian Health Alliance — 


http://www.canadahealthalliance.org/ 
Concerned Ontario Doctors - 


http://www.carenotcuts.ca/ 
Children's Health Defence - 


https://childrenshealthdefense.org/ 
Vaccine Choice Canada 


https://vaccinechoicecanada.com/ 
ICAN - Informed Consent Action Network 


https://www.icandecide.org/ 
Stop World Control - 


https://www.stopworldcontrol.com/vaccines/ 

Global Report 2019-nCoV SummaryofFacts: 
http://online.anyflip.com/inblw/ufbs/mobile/index.html? 
s=08 

Swiss Policy Research - https://swprs.org/ 

Lifesite News - https://www.lifesitenews.com/ 

The HighWire, Del Bigtree - www.thehighwire.com 
Justice Centre for Constitutional Freedoms JCCF - 


https://www.jccf.ca/ 

Rocco Galati - https://twitter.com/roccogalatilaw 
https://vaccinechoicecanada.com/tag/rocco-galati/ 
Randy Hillier - https://www.randyhilliermpp.com/ 
Pierre Poilievre - httos://www.withpierre.ca/ 

Derek Sloan - https://www.randyhilliermpp.com/ 
Maxime Bernier - 
https://twitter.com/MaximeBernier/status/1313227950 
104469504 

Rachael Harder, MP @RachaelHarderMP 

Rob Carbone - https://robcarbone.com/ 


Chris Sky - https://realchrissky.com/ 
Liberty Coalition Canada - 


https://www.libertycoalitioncanada.com/ 

Ontario Civil Liberties Association - https://ocla.ca/ 
Hugs Over Masks - www.hugsovermasks.ca 

We Are All Essential - www.weareallessential.ca 
Stand 4 Thee - www.stand4thee.com 

A Warrior Calls - www.awarriorcalls.com 

Stand Up Canada - https://standupcanada.solutions/ 
Action 4 Canada - https://action4canada.com/ 
Good Food Unearthed - 
https://goodfoodunearthed.com/ 

Freedom Forum Canada - 
www.freedomforumcanada.com 


... ALWAYS KEEP LOOKING FOR MORE! 
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